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RAILROAD MANAGEMENT PROBE 


MORAL FORCE 
PEACE DREAM 
IS SHATTERED 


French Diplomacy Insists on 


Definite Guarantees 


for Security 


IN INDEPENDENT STAND 


Northern Sheriff Sure Man Held Is OkoniCOUZENSAIMS 


Killed by Auto 


Paris to Follow Own Policy! 


and Let Other Nations 
j 


Make Own Pacts 


BULLETIN 


"Washington —M5)— A three pow- 


er, naval arrsamest agreement be- 
tween England, Japan and ths Unit- 
ed States was recommended today 
by Chairman Britten, of the house 
uaval affairs, 
committee in com- 


menting on the French, memorandum 
on the forthcoming naval confer- j 
ence. 
Britten added taat 
the j 


French attitude 
as shown in the i 


•memorandum should not result in a j 


of' the conference. 
[ 


COALITION IN 


LOWER HOUSE 
AIM OF GARNER 


Tighter Dry 
Law Seen In 
V. S. Ruling 


I Democrats Make Bid to! 
j Progressives to F o r c e ! 
i Through Tariff Measure 


?1j Federal District Attorneys: 


Can't Drop Cases Without! 


BUT CRAWFORD 
NOT EXCITED 


OVER ARREST 


Permission 


Washington—OF)—Federal district: 


" attorneys have been Instructed 
to ! 


Washington—C?J—Representative [ comply with, an order of 1922 which! 


! Description Tallies Closely 


With Youth Accused of 


Giifs Murder 


Florence, 
\Vis.—(/?)—Author-tics 


Garner of Tsxns, ths Democratic • required .that -department permission j today gre«.v firm in their belief 


BISHOP MORRISON" 


Iowa Bishop i 
Fatally Hurt 
In Accident 


rion similar to that controling the | nollo pressed. 
[ Clara OJson. \vhoso body -was found ; 


tariS bill- in the senate. • 
I 
The move was looked uoon as the 1 in a. shallow grave near Risinsr San.: 


Ths oijject of his move, he =^:! government's latest sten in its an-1 W!2;- 5n S«Pwmter. 1S20. 
; 
was 10 insure ths final enactment 011 
. 
" 
> 
Description of the suspect who ; 


tariff rates written into the ;r.ouncea intention to iishten up en-| gave h£s Bame ,,s 
tne 
Smoot-Hawley bill by the 
senate ! forcemeat of the cry laws. 
Joseph P. Kelehcr, !• 


i tallies closely with 
that o£ 
3on^ | 


rict at-jsol-'Sht Erdman (Jlsor.. The suspect! 
, „ : even exhibited one i:abit. 


conibinatioa. This would be done. | The instructions to the distri 
}-|f» 
AVT>T*>»T»f»f^ 
ll1" •*•!•**'* V'OT*^^' 5*'ir>Tit*OV- : 
. 
.- —e^-'.D-- 
°*~~ app-°\;tomeys, seat out in the form o£ a 
ins the senate rate 
sections and j 
_..w „„ 
vvr „. 


sending only the administrative sec- j !stte~. Pointed oat the all applications j which lias been cttributed as one or i 
tions of the measure to conference. [ for permission to nolle prosse prohi- { Erdniars's characteristics. 


The schreme lias been 


that of | 
.- fr0m o^e fooT to ano'hcr 
> 


B5T DAVID 


Copyright 1929, by Post Pali. Co. 
Washington — The "Utopian dream j 


o? a world guided by moral force as 
outlined in the 
Hoover-ilacDonald 


statement last 
October has been 


shattered.'for- the 
time being: by 


! 
Davenport, lavra.—OP)- 


" The practical rolad of French di- 
plomacy has said in the latest mem- 
orandum that if Great Britain and 
the "United States wished to rely on 
moral force as between themselves 
That is^ all right, but France inust 
have definite guarantees and is soing 
to rely on the coercive clauses of the 
covenant ot the league of nations or { 


! Rev. 
Theodore 


The Right 
llorrison. 


Episcopal bishop of Iowa, was fatally 
injured early last night when struck 
by an automobile driven by Miss 
ilargaret "Volz of Davenport. 


Hiss "Volz was placed under S2,- 


000 bonds pending- investigation of 
the accident. She told police that 
she saw no one in the path of her 
car imfn after the accident. 


j ers aad includes a 
i record vote when, the 


comes back to the house. 


are 
dei 


RIPE TOMATOES MAY 


BE CLEW LEADING TO 


ARREST OF THIEVES 


Wilmetic, III. — WF> — Search 


was under way 
today for 
nit-si 


with the splatter from ripe toma- 
toes smearing their oth«nvis<j 
classic features. 


The men were thieves. They 


took SSO from the jrroeery store of 
tieorse C«sm:is. As they ran from 
ilie place. Cosmos pursued. The 
jcrocer had no pistol, machine sun 
nor Hslit :irti!lery. Wilmette be- 
in:r opJin:ir:!y peaceful. There 
was. however, c basket of ripe to- 
matoes at hand, and Cosmas was 
«ju:ck io realize It was liis once 
chance. 


He began cannonading the (loe- 


injr rob!>ers with tomatoes. The 
first pitch was a «iiisy, smacMiV" 
one of the men squarely on the 
derby. 
The second slapped roti- 


ber Xo. 2 in the back of the neck. 
This particular tomato was of un- 
usual ripeness, much to the vic- 
tjii's mortification. 


Passing jwrsons were so delishf- 


cd wish the event tliat they joined 
the chase, tossing: Cosmas' e.xi>fn- 
sive tomatoes in reckless abandon- 
ment at the harassed fugitives. 


BOARD DENIES 
LICENSE TO 
TEXAS FIRM 


LEGALNEEDS 


Would List influences of 


Holding and Investment 
Firms on Management 
i 
_ 
_** 


Warns Against Possibility of-MIGHT AFFECT MERGERS 


Badgers Being Caught 
j Congress Must Know Mo- 


in Land Boom 


MauLson—W)—Warning against a 


T<>xas land boom and the possibility ; 


of Wisconsin residents being caught; 
in a speculation there, the WiSL-on- • 


tives as Well as Facts, 
Michigan Senator Says 


"Washington _o?)_ A z--oro-_:2.i 
avestigation of probable fn2ue=ca 
. 


sin Heal Estate Brokers board toduv ' eser:;eti or' railroad management oy 
denied application 
of the Procrreso I holdins =nd investment companies 


j Development company of the losvc-r-'23 a P-e-n-ir.arj- to "intelligent leg- 
I Kio Grar.iio river valley for a brok- i Jslation" on reconsoiidat'on XT—* ass;- 
*%££ 
e* — * c— — « -^ 


Bishop Morrison headed the Epis- 


oa future treaties which restrain ag- 
gressor uatolns. 
.-. At first glance, the-French-.meaaorr 
andum is a monkev-wrench, 
in the 


machinery but 
actually it is the 


forerunner -of aa independent posi- 
tion ~ay the Paris government "which 
will cause it to adhere only to such 
parts of the forthcoming 
London 


naval conference agreement as fit in 
with her. policy, while 
at the same 


time expressing not the slightest ob- 
jection, to any agreements which the 
other naval powers 
might "wish to 


make as between themselves. 


This means that 
Great Britain, 


"United States and Japan can have a. 
naval treaty ail their own, .but that 
France will not be bound by it- The 
French, position has not materially 
changed from what 
it was in the 


"Washington conference of 1922 when 
the question of auxiliary craft was 
discussed. 


SEE ONLY OXE PROBLEM 


The French are not so much inter- 


ested in. battleships and cruisers as 
taey are in submarines and lighter 
Ivessels and in aerial defense as well 
as Jand armament. They regard the 
whole problem of armament as more 
or less inseparable. 


The annourcement'. of the French 


memorandum at t'hts time is consid- 
ered s. graceful act of friendship in 
order that: the -whole world may not 
regard. France as obstructing pro- 
gress at the i.ondon conference in 
January. Having: set forth her posi- 
tion clearly and having announced 
that the obstacles are not insuper- 


! tached to the district attorney's oSce 


•which v.-ill assure parity between as- ! —eys warning them against dismissal 
riculture and Isdustry, they should 
join, with the .Democrats in voting 
The senate rates and sending to con- 
ference only the administrative sec- 
tions of the measure. 


PLEADS FOR BACKING 


"The senate coalition has pointed 


the v.-ay to secure for the Ameri- 
can farmers the tariff rates essential 
to place agriculture 
upon a pros- 


of cases without permission from the 
department of justice went out over 
the name of Attorney* General jlitch- 
ell, it was said at the department 


3 
, cf =11 phases of the 
Texas citrus ! Se"a£e lnters:at'- commerce commit- 


j fruit industry. It stressed the pos:- 1 tee" 
: tio:i of tho board as "not passing on I Preferring to the holding and inves4-- 


s the lower Rio Grande 
valley" an«l j mcnc compan'e- O--P-W said - 
; making no declaration regarding t'.e ! ,., 
- 
cozens sud -^ 


! honesty of the. development T.C a- i ? S °Pla:on congress could not isgls- 
~ 
" 


during the Questioning. At first the | 
latter said he had "shipped" from t 
Chicago tv.-o weeks ago and later he j 
told the sheriff he had come from 
Milwaukee. Ha said he knetv no one 
in V.'isconsin despite a letter fount 


EXPECTS FULL DATA 


ON STATE BUILDING 


i CLsion must not bo interpreted, the 
board said, as discrimination against 


I Texas. 


j 
"Tho board has 
uniformlv denied 
| applications of several organizations 
'to sell land in the state "of Florida 


TTis. 


by a. 
, . 
living- in Cameron. 
•-"•-j Hoover Pleased bv Partial 
a«^*avanoum other states. 


rrm 
_. 
. 
* 
! 
o.ne l-rosrrcso nr>r!i;o-ir:.-,r, 


late property on this subject 
out knowing all of these influences."* 


Yi e snouKl Jcaow the motive al- 


most as itrzch as we art* required to 
know the facts."' he asserted. 


"\Ve ought to kr.o\v,'' he added. 
—s ocii uiiu jn ciie state of Florida 
--=.-- .« .......... 
,,-^ ^uuru, 


ilurins- the Florida land boom land 
influences of tho ao'.dins coni- 


aiso located in the state of Califor-iJ" '• pan:es upoa the railroad manags- 
and in various other states " 
" 
raencs 
and whether or r.oc invesj- 


The sheriff said the youth, like! 


o 
L. -ii 
i i 
rt~< 
The Pl'°sreso application was tak- 
Submitted by 26j«> as a test cose govemlnff applica- 


today that the document had origi- ! Erdman. had two front teeth missing 
nated in the prohibition enforcement 
section of the department. 
G. A. 


T/oungcruist, assistant attorney gen- 


S had had his 


£ 


*onsi!s removed. 


i eopalian church iii Iowa for 30 v 
- - 
coming here after servins §3 years | 


as that of Erdman. the sheriff said. 


picture 


ot.. the Church-of- --the. 


Epiphany in Chicago. His 
death 


automatically raises the Rev. Harry 
Sherman Longiey of Des !>!oines to 
the bishopric of Iowa, Bishop Loag- 
ley was deviously coadjutor hishop. 


Born, in Ottawa, I1L, in.' 1S50, the 


son of an. Episcopalian, clergyman. 
Bishop ^Morrison was ordained at 
Pekin, HL, in 1ST6, the same year in 
wihch he accepted the rectorship of 
the Chicago church. 


Sirs. Morrison died in 1913. Sur- 


viving are-three sons, Arthur of Chi- 


Governors 


Washington—M3)—President 


ver espccts to have V>y the 


i tions of several other agencies to SP-H 
j similar Teras land. After a long dis- 
j casston oC the amount of land in the 
u 1*00-1 development, the prices per 
urst. o f , other factors, including- th 


nsent trusts are holders of securities 
and to what extent they might e^- 
ert an influence upon the manage- 
ment 


Coazens said the members o' his 


acre and i comm!ttee Probably 
would confer 


the typical(""Tith meKlb«r3 °* the Interstate Com- 


^_ 
^ 
4 ' 


Although Garner has yet to re- rec°rds-_ "Of present aad pending i tails before vievring the suspect. 


ceive' any replies to. his invitation, 
the tariff bill passed by the house 


prosecutions. 
The dramatic Qualities of the Olson 


has been adversely criticised bv a K1 
nxtmber of ^lid-western hous» 


- .It was, further said at the- depart- murder gave it nationwide attention 
t£ia£ 
order would relatelto j three 
years -ago. 
Erdman disap- 


- i a11 £°rms of criminal 
procedure. ! peered from Gale college where lie 


2G states revea! programs for build- 
ing public works totaling SSiS.OOO.- 
000. 
This figure, representing- as it 


doc?, but little more than half ihe 


publicans who hacTto be brought I th°«S«.it was conceded that prosecu- hvas a student a few days before the ! cou^y.^ has been highly gratifying 
Jr,*« l;—« T-.,. »-.._ -D 
*-,: 
i - _ j 
I f TOTIO in r-nf nr-r-om a^,i «f> +t,« T-«1^-,^X! 
— 
— 
to tllO ClllCf CXCCUtlVe. in 
his CifOTt 
into line by the Republican leaders [ tions ^n enforcement of the Volstead 


cago, Theodore; of Rock Island. 111., j and more in 
the interest of 


when it was before the house. 


The minority leader recently ask- 


ed Representative Ramseyer, Ke- 
piibijcan, Iowa, a member of the 
liouse ways and means committee 
and a critic of ths Hawley bill, if 
he would agree "to concur in the 
senate rates if they are preferable 


and >,evin of Texas, and a caughter. 
SaraJi, editor of the Girls' Friendiy 
Society ^Monthly, published in 2Cew 
Tcrk. 


Eis career as bishop of Iowa -was 


marked: oy his eSorts in founding 
two institutions in Davenport; St. 
Catherine's School for Girls and St. i 
Luke's hospital. 


Bishop- .Morrison combined a. keen 


business 
sense and 
an eloquent 


pulpit personality in administering! 
the affairs of lii& diocese. As head j 
o£ the Iowa Episcopal church he was itt 
credited with, -i-arninistering its ac- [ c-r 


farmers than the house rates?".' 


The lowan replied that if he re- 


act were the most numerous to.come 
tinder its provisions. 


COMMISSION STATEMENT 


Washnlgton—W3)—President Hoo- 


ver's commission has 
prepared its 


conclusions on administration, reor- 
ganization and relief to the courts 


Turn to page 4 col. 2 


THREE elBOSMEN 8UILTT 


OF fiEGKLESS SHOOTING 


Buffalo, X Y. — C/R— The three 


. coast guardsmen involved in thp fa- 
in regard to certain of the most ur- j tal shooting of Eugen^ ^ Do'vnev 
gent Questions-of law enforcement" 
j jr., Christmas night l^.ro fov;nci „„,-(' 


"Tne chairman of the national com- j ty today bv Judce Frank W Stand- 


garaed ths senate rates preferable j mission on law observance and en-1 art of reckless shootin- o' fire-«rni~ 
througaout, he would avail himself j forcement stated to the press today' 
° " 
" " 


of "every parliamentary means to j «J-at the commission has had ready 
retain the rates that ara preferable 
and get them enacted into law." 


to tho chief executive, in his effort 
to stabilize business conditions. 


The reports arc- being received 


in response to a request from the 
chief executive that the state gov- 
ernments 
expand their building 


programs for the coming- year as 
one meanc of meeting any possible 
slackening 
in 
employment 
that 


might follow the recent stock mar- 
ket collapse. 


six gales have been made to Texas i Vfcstisat!on being- conducted by 
residents TO can while. 


OVERPRODUCTION 
." demand for and suppl 


i Interstate Commerce corsmission it- 


se!"WANTS PSOMPT ACTION 


of citrus fruits raised on tho land. ! If il!s committee is assured . 
the order found "there is serious dan- j consultation with the 
commission 
" 
ger that a. "Wisconsin resident pur- 
chasing- a valuable 
piece o* land, 


wlih successful 
management and 


good future, may produce large crop Possible 
and be unablo to market same at a 
profit because of overproduction." 


Ta'eles of salt-seepage 
water lie 


under .some of the Lower Rio Grande 


that a Prompt and satisfactory in- 


car. be had, he added, con- 
should authorize It as soon as 


The commission recently announc- 


ed a. proposed unification of the rail- 
roads of the country into 13 trunk 
systems and while the general belief 


-•fr. Hoover was much 


too. 
by reports Irorii the commerce- 


land, tho board reported, and while is lhat additional legislation will be- 


encowa~ed i st)me °* ti!0 orchards shown to prcs-1 required to bring about consolidation. 
" commerce ' riocl!vc purchasers appear to be pros-! u is thought that such legislaUon 


at the pres- 


i HOLD INQUEST AFTER 


RIVER YIELDS BODY 


Chicago —0?)— An inquest into 


death of Frank Somrcers, Stev- 
Point. TV is., was in progress to- 


for seme time past certain material 
and its conclusiors respecting admin- 
istration, reorganization and relief to 
the courts in regard to certain of the 
most urgent questions of law enforce- 
ment, which may be useful to the 
joint committee proposed to be creat- j ograhphic "record 
' 


range for bail under second degree 
manslaughter charges". 


The judge after hearing a sten- 


istering- a decline were not reveal- end of that period find his trees dy- ! corporations of ths 
government's 


n^r, tho borad said. The land is all | 


! irrigated tiis decision said, and the i the railroads. 


for "orderly" consolidation of 


eo, by congress to consider legislation 
to strengthen law enforcement," the the three men read in court by Dis-l 


trict Attorney. Guy E. ".Toore, said he! 


100 KOREANS ARRESTED 
• watcr suPPIy ail comes from the Rio | The report said that It seemed clear 
i Grande. Me-ico-s right to part or | ttiat acquisition of a 
sufficient 


of stock by individuals or 


nw r"irtf irf™tr- im *t-rt i^ t r\ 
— 
..o**** 
»-v j -.ti». 
w t s >.*"*w 
u.< 
Dl POLICE IN TOKIQi t h i s water and the 
possibility of i amount 
statement said. 


Turn to page 12 coL 6 
ing carriers through common con- 
trol or affiliation load been developed 
and cited as examples the Alieghany 


the ! corporation and ths Pennroad cor- 


The AKeghany gro-jp was held to 


ys been be controlled by the Van STrering 


interests and the Pesnroad corpora- 
tion by the Pennsylvania railroad. 


oer ot tfcs acvisory committee o 


Tl'omen's 
National i 


would b* <:'_; ir. two a=d 
sconsin News. 


•eras ?.ur:'?i to the pave- 


n'i a.s 3;-..-i crcs.=p.-2 a street. She 


lor investment rtsrposes and r.ot 


providing the pur- 
e asserted rapid 


trough: about 
(Chunky.) Jjc-v:r:e, 
land to be operate-- by | o<*^ 
state wr.ere' 
will contain a gas 
.&s Tir^e.-i * 
,~ children as : <•. 
ca;>ar-st. was 


as 
enierta:r.ers 
"out" when tbe ra:cers 


newly-formed 
Prohibition Reform organization. 


Slis said that drinking women and 


girls was almost irubeard of before 
prohibition but since then have in- 
creased so that many have become 
conSrmed. drunkards. 
Xhe Super- i 


inter:cer.t of ths Keeley iEstitiite in I 
3llii-o:s has reported that women anc 1 
girl drill]: addicts ars coming in in- 1 
creasing narabers to take the 
sie said. 


Wilson Peace Prize Goes 


To League Of Nations 


"ctire,' 


Days Follow Days 
In Rapid 
Succession 


—-And years follow years! 


_ There's nothing one can do to 
stop them. But we can always 
t~ to make each, cay count. 
During the past year thou- 
sands have used Post-Crescent 
Classified Ads with PKOFIT 
to themselves. 


In your plans for next year 


—make these Ads a daily part 
of your program. "XVe know 
of no single item which will 
bring 
more satisfying 
re- 
sponse. 


LET'S GET ACQUAINTED! 
Appleton Post- 


Crescent 
Telephone 553 


York — C45)—j.ne TTco5ro~'is espectea to be elected president In 


"Wilson peace prize for 1529, amount- \ January, wi31 be invited. 
ins to §23,000, has been a—are=d to i Th's is the 'o"^^- award to be 


j the league of nations for "ten vears! ^^ ^^^^ ^^ 
\ • 
• - 
; orga.Ti:zed in ISil. Tie avrard is n-ao^ ! 


j or service in the cause 
of world ! from a fund raised 
: 


orders were delivered promptly. A 
£act which had resulted! in r.o branch 
of industry having such 
stock on haud as had been the caus; | 
of the depression of 1921. 


^'*f» ,%a ** 
eace. 


fr.- P^- 
| scr;ption. Jn each case the amount 


of the decision of-has t-eea 525,000 aZthoush the tr=s- ,. 
. , 
are not fcouna to appropriate j '-ion clrCies ^^rs overjoyed tcoay at 
=^:ed amount. 
" 
~ ! a^""ces of safe arrival 
of General 


:*f JJ MEXICAN FLIERS SAFE 
! QlsjilJ f)f "PpkiWf Mftn" JQ 
^^£i DESPITE WRECK REPORT! ^KULIUJ * e King M 0X1 IS 
amount: ,, . 
„. 
._. 
. . 
i 
—, _ 
^ ^ 
_ 
_. 
Mexico C»y—OF)—Mexican 


MILWAUKEE POLICE NAB 


TWO DURING BURGLARY 


Racine —CXP)— Appreder.ded dur- 


ing a burs'ary. two MiiwauK-eearss 
| giving their names as Paul Flickoit, 


2S, were cap- 


bag of about 500,000 cubic feet ca- 
pacity and will give the airship, 
which will be the -world's largest; 


j a total gas capacity of 5,500.00-0 cu- 
i b:c feet. 
Lenjrt?- of • ths ship -wi'I 


j be more than SOO feet. The step was 
I decided -apon to sive the dirigibla 
j more lifting power.' 


the 'Woodrow "Wilson Foundation to | ^L~ 


3_71 v 


CY _f 
T * 
T 
T~l 
C1 
• 
I • 
I 
'3-- an/J H'~~-'-'~ 
:" I-arsen, 2S, ' 
btudied By scientists:s ry^r s^sed *verai,APPLY FOR REHEARING 


ponce! OF DR. SNOOK'S APPEAU 


j secretary of war in the \^'iisop. cabi- 
net and president of the foundation, 
said in announcing the award: 


"The money is expected to be ap- 


plied by. the league 
of nations to 


erect a suitable memorial to Sir. Wil- 
son in the new building to be erectc-1 
; by the league at Geneva." 


t Cecii of Chellwood ;n I """ - 
, .. . 


1924. The second recipient was Eli- ! ~reCKaSe of 'w -nip. 
ha Root in I52C. In 102S the pri^e 
was given to Col. Charles A. Lind- 


history and they point to the lcctiold_ 
Th5s concli:,..;0n is 


bergh in recognition of his good-w:!l 
nights through Latin American coian- 
tries. 


Week's Weather 


"from i outlined in the darkness. The man 
_ 
i . 
. 
. 


that trie enuro brain case is intact j the geo;ogioa, surrOundingd in which 'surrendered. A second man, hearing 
. . . 


! man and other near-dawn ir.en dis- 
coveries. 


Prof. Amadous T/iHiam 


^ The granting of the prize to the j Beginning Monday. Dec 30 • For th" Ge 
league of nations comes on the eve j region of the Great T^rk'cs—Consid^ !!ci 
ot tne tenth anniversary of the f i r - 1 erablo cloudiness 
with rathp.r frp- nrt 


i 
Prof. Amadous T/iHiam 
Orabau. 


Weather outlook for tho week—[chief paleontologist 
of the Chinese 


eoloKical Survey, has expressed bt;- 
ief that the skull is the nearest ap- 


with rather f re-! P roach to tho so-called missing link 


; to which Sir Kric Drnmmond and tho ! 


.te to It 


10 on .Tan. 10. 30CO. i quent precipitation: 
temperatures ! that ha-s yet bcnn unearthed while 


Wilson played an i mostly above normal, although poa-| Roy Chnimian Antlrcv/s. noted ex-1 


jtpward close o£-wcel£. 
J£lO£er4 Jias expressed the opinion | 


icarthed. Ths skull |tl5e sll°t ran from the second floor 


state of preserva- ar'd surrendered. Police said the door 
is in a splendid stat 
tion and. as shov.-n today, was stil! 
imbedded in part oC a block of traver- 
tine in which it was found. 


!cck had been knocked off and that 
one ot tho men was working at the 
safe combination when they appre- 


Tho skull was brotisht into the as- hendcd them. 


5?cmbly room 
in tho amis of Dr. 
Tlie confessions, according to po- 


Davidson Black, formerly of Toronto. 
\vho is honorary director oC the 


Turn to page i col. 
.. - 


lice, included the burglaries cf the 
Klito Laundry in November when 
fSOO' was obtained and a ?200 safe 
robbery at the Cloverleaf Dairy, 


MRS. FOGARTY BARRED 


FROM SUING TUNNEY 


Bridgeport, Conn. — OP) — An in- 


junction was issued today by Judga 
Crtrl Foster in superior court re- 
straining Mrr. Katherine King Fo- 
jrArty of Fort Worth. Texas, forever 
from bringing a breach of promise 
suit against James J. (Gene) Tun- 
tiey, retii-ed 
heavyweisht 


champion. 


EWSFAFERI 


f - 
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Detroit And Buftalo 
m 
or 


m TO DEATH 
IS REVEALED 
BY US. AGENT 


One Smuggler Kilted andS 


Three Others in Mysteri- ; 


ous Disappearance 


Buffalo, X. 1". —'<A>)— Kival De-{ 


iron and Buffalo 
iiq«o~ running' 


gangs were 
declared by federals 


agents icday to be erased io a war j 
TO the death for control of the Oa-" 


Start* to Work 


zario Hqaor output. 


C. M. Cramer, special Investigator • 


of iJje treasury department, Isas been ; 
assigned here to look into il»e sitaa- 5 
clou •which already h^s resulted in 
Use laurcer 
o£ one Detroit liquor ; 


ONE Of THREE 
NNKMNHTS 
IS CAPTURED 


__„.„, 
__„ 
i 


• Man Involved in Slaying of; 
_ Bank Officer Is Taken 
' 


to Nashville 


Gets *45M* 


| BowJInj Gre«n, Ky.— OP) — One of5 


• the xhree bandits v/ho Thursday shot I 
land killed J. Robert Kirby, Smith's i 
i Grove bank president, after robbing-] 
tae bank at Oakland, 
this county, i 


captured here early this mornin 


1LJOHS CLUB SEEKS 


TO HELP BLIND BY 


SALE OF PRODUCTS 


Plans to Conduct Survey of 


General Status of Blind in 
Outagamie-co 


M*y wed \CUntonvilleManGiven 
_^^-^_V^>«»»—<—J : 
. 
' 
~'~ 
Service Medal By V. S. 


J and taken in an automobile to >Tas!i- ! 
n~. 


i 
la an effort to iseiii blind 


| In Outasamie-c> and 
the state j 


,: thrOMSh I3i» sale of special products,! 
1 the "Lions club has arrsnsed two di»-1 


< plays in the the 3. C. Penny Co. j 


S store sr.ci ia th? -west end store of; 


f the ScbUmz Dr-j? Co. Henry Tniel. j 
• local representative of the sale ia j 
1 the state, is helping the club in its j 


largest verdict fever returned • projeci. 
f 
• 
ass 5 
: rille, Tean., for safe keeping. 
: in a breach or promise case in this. 
A special Linas- committee 


The man, E'mer Grayson, former j country was voa fry Miss Bertha. A. s been appointed to help -ir. T.ue!-,- 


resident of Indianapolis, v.-as 


i in the liotne o* Blaine Duffi. a conne 


pearaace 


TI: 


descent upon the Ontario ports of.of 
Bridgeb-arg-, Fore Colborne and Fort .partmen^ or" agriculture and mar 
Erie of s, gansr of Detroi: smussiers ' kets. He'will stare to work Jan. 
ivho promptly proceeded v* ilh offers j 
—— 
—• 


of higher wages TO Ture av.ay some; 
of the Bu0alo sand's cesi liquor 


hours, j troit 
real estate operator. 
Miss! uauer, ana K. E. CaliaiL 


Green \ Cleavenser testiged that she had aid-! 
The Lions club is not only inter- 
producis of 


L_ i *•* ^fc^i 
•U.t^.b'W*^4V>»'i^^ 
«J » 
A.'&%-1>V.I1 
A>;& V\*» i *;t* *v«ZO(.2C All- 
iIU3> i **V- -». fc'iit **• ^"»-«»—****•_• 
« 
- 
- 
:.'a friend and Elrod v.-as held by of- j automobile mechanic to multi-million- ] sightless, b-jt also hopes to erea.e 


! 
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state de-!in aj:l automobile by French Elrod, \ ed Castle in his ri»e from a. S4-a-day j ested in the sa:-» 


[ficers today. 


The others.tiro bandits ivere be-«, 


jaire realtor. 


j lieved to be in Bowlins' Green and of- 1 


« a more neighborly spirit with tnei. 
^Veddins bells TTJ!! usig soon ior 


j blind. 
Too aatcy blsnd people die; psutarco Elias Calles, former presi- 


1 __ 
— _ .n^1i* nrr^> 
TiCrf'-^ttCfii T?1*>\" TfllTllv 3 /Ifi*1*1*- 
r^f 
"^Ttfl-Vtr-rt 
>>^-*-O*-/l)Y**w' 
f«"\ " T*A. 


ALL STATE ROADS 


ARE OPEN; MOST 


traffickers. 
One rcsu't 01 the v.-ar benveen the 


two sangs has been s, decrease ia 
the amount of smussied liquor, as 
crossing the Xiagara. river has been 
made raors hazardous srith, smas- 
hers forced to evade their rivals in 
addition to the coast guard and the 
lee floes. 


Hum - running operations 
have 


been, somewhat curbed also -bv the 
fatal shoottas last "Wednesday night 
ot Eugene F. Downey, Jr., by coast 
guardsmen-- . _ 
One of the men ivho disappeared j Except; lor Itacine and Kenosha- ! 


in. the ivar between the rival rumicos and In the -.Icinitv of Rhine- i 
running sanss is Jeremiah Sullivan, j lander and Mercer roads throughout 


. out of the city and investigattas pos- j 
; stbls hiding' places. 
j 
The keeper of a lodging 
house 


j -where they had lived for several days 
| eariy this iveek sav.- them last night 


IU Pflfin OnUniTiny lan(i offi?ers took up the chaae a feiv 
ill UUUU UUllUlllUIl tninutes after- the two, muddy and; 
disheveled after tvro days and a night 
fleeins from posses, had been turned 
atvay from the house. One of the 
men apparently had s. \vound in one : 


RHINELANDER 


GRANTED DIVORCE 


IN NEVADA COURT 


; -, 
BY RUBY A. BLACK 
| FoAt-Crcccent Warttingtwi Corres- 


] 
^ 
poirfeat 


i 
Washington—Belated 
recognition j 


j of-the "exceptionally meritorious andf 
j distinguished services'" of Capt. Sel-» 
I mer 3._ Tilieson of ClictonvSle dur-; 
ling- the "World Var~"-was announced j 
j by the war department today. 
, 
j 
| 
Tfa& Distinguished Service medal | 


j was av.-arded to Capt. Tillesoa for ] 
| his ability ia handling ih« complex | 
j duties of supply officer for'lhe" avia-j 
j tjon-servsce -ia France. - Capt,~TI!ie-j 
i son was-, bom in 3Ienominee, Wis., j 
| and lived at Clinsonville vfhen Be en- j 
'.listed ia the service. 
j 


j 
The citation for ihe Distinguished j 
| Service medal reads: 
« 


I 
"Selnier J. -TiUeson, formerly cap-1 


] tain, then first lieutenant, Air Serv-1 
iice, Signal Corps, American Eacpedi- 
| tionsry Forces, For exceptionally! 
• meritorious and distinguished serv-1 
j ices. 
1 


i " ''He had under his supervision the 
1 care of and the issuing of more than 


bells Trill ling soon for twenty-nine thousand different kinds 


of spare pans rjid other airplane 
supplies. In addition to his loyalty 
and constant devotion to duty he 
.Iexico, 
according: to ' re- 


and this pic- 


BOY TRIES TO HELP 


WOUNDED BIRD—IS 
SHOT DOWN BY BOYS 


San Francisco — W>—Comi 


swn for a wounded 
bird 


cost It-rtar-oM BuMr Yfcn* hi* 
life. 


He was in a. critical coaiMMa 


today with a bullet in hfe bark, 
fired by one of three cider boys 
who were bundle sea xulte. 


A W0tra4c3 bird, brwifitt i*wn 


by one of the oMer boy* fell at 
Buddy's feet. Playmsfea said that 
when the lad stooped to pick it up 
and ease its suffering, the older 
youths commanded him to drop it. 
Buddy disregarded their order and 
a moment later fell with a .22 cal- 
iber bullet in his oack. The boys 
\vith the suns fled iu an automo- 
bile. 


A description of the youths and, 


the license number of their car 
were furnished police. 


{ at an early age. because they think j jeiit of 
•thev are isolated from society and j ports IR Mexico City 
, 
. 


i are" a burden, acordingr 
to 2Jr. | ttjre shows Calles with the sirl-ivho, showed mailed ability in the hand- 


| Sehlintz. 
! it is said, will be his bride. She is j U&S ot motters of the smallest detail 


S 
-A spirit of fi-iendUness should -he Senorita. Leonor I3orente, and this j without^ overlooking problems of the, 


| created 
between the sightless, and' 
j 
j thoss who are fortunate in having 


is the only picture ever token, of the i largest importance. 
f»«iir»Te» 
<sT»nr»nf»f? af- r» <nr»T*T?s f***?:!val 
*i"R-^- TTit> or-noTTt- 


Racine and 
Kenosha-cos 


Have Plenty of Snow but 
Highways Are Passable 
I 


Wife 
Suit 


Does 


in 


Not 
Las! 


Grayson surrendered readily \\-ith 


the remarfe that he TVOS tired of be- i 
Vegas 


so taat 


v.-orthwhile for 
Sehlintz said. 
happier for the blind if ihe 
fortunate <nrould help entertain them. 


There are 61 Wind people in Outa- 
! gamia-co, ano. 36 are receivim 


couple, snapped at a sports festival 


Calles is" a 
life can be made j :a the Mexican capitaL 
the 
blind," ilr. 


Life can be made 
blind if -the more 


said ****««** scaner* -who 
, 
. 
ivas-last seen starting across [the state are In sood condition. ac. j at times numoereu as many aa 1,000 


the" river from 7he~ Canadian shore. Icordins'to a" report receiVeof Saturday J by a1?""4**1/ * '*we<* behind a small 


FIND SLAIN MAX 
!ny the Outagamie-co highway com-ljf>' Tnarsday 
morning af.er .ne 


,, 
-, I 
. . 
_ 
^. 
, 
4 
X 
! f*sl-»e. TTOTIi-llfc 
\ 
• Snui-rsrlers-say tae liver swailoweu (mission irom the stcte roaa 
iiim up, bjic the government appar- j mission. 
ently Tfrinfcg differently, for Gramer; Koads in the central and -western 
has been sifting all available facts • section of the state are 
reported 


. 
. 
three oandits abandoned their auto- 


£ the snooting of Kir- 
{mobile, 
by. 


TTJ« first remark, .according to offia- 


and rumors. Then a former Detroit Lvery fey in places and the traveling S?13' ^ "\ ^^ kut ^r- K?£by-" 
jnan, if.entiQed as a smuggler, ivas !may be dangerous, the report points | He^ admitted, norrerer. the_ officers 
found slain by the roadside near: our. 


_ 


e vicinity of Ehinelarder s*1*' 


ihe river banli between this city and ! and Mercer the snow varies from one 
jTonawanda. Aud later 
still, tv,-o: to three fest 
in depth ats'd 
any 


3nen have disapneared under mys-j drifting: will cause t£eni to be closed 
Serious <;ircumstaiices. 
. temporarily. 


* 31. "W". Kasmussea, commander of; There is little sno-sr in the central 
^he coast guard operating in this'and southern sections of the state, 
cistrict, finds the situation beneficial j except in Eacine and Kenosha-cos, 
~\o his interests. One day this -sveek j but all routes are open. 
Ions of the offended Detroiters carne i Following is the complete report 
;lo ijim -with a story of operations 'from, the state: 
'-by the rival faction, -vrhich. resulted | Highvray Xo. 2—Hurley to Super- 
"n a seizure. -Spiie comraander told j ior. Open and in fair condition. . 
-"also of a reins'Gshi near Bridge- j Highxvay ^stx -2—Niagara to Sf. 
iTmrg-, Ont., fcefsveen the local De- j Crois Falls. Open and in fair con- 
Itroit racketArs in v.-hich- .several ?dition. 
^ 


-iaenibers oM^ach side received such . Hishway Xo. 
10—ManUoTroc to 


bings that the;" since j Hudson. Open and in good condition. 


i\anna, X. T. Henry -). Haas, chief 
"of the investigating-Staff under The 


j robbery. 


The manhunt was 


in the- 


probably the 


greatest in the history of southern 


Las Vegas, >"ev. •—049— Leonard 


Kip 
Tlhinelander. member of a 


wealthy Xevr Vorfc family, has ob- 
tained a divorce here from his oc- 
taroon v.'ife, Alice Jones Ehine- 
I-jider. 
The divorce 
tihich 
-was 


granted yesterday, -was not contest- 
ed and iirs. Kninelander was not 
represented iu court. 


lihineiander. -who came here 
a 


year ago to establish his residence 
preparatory to the filing of divorce 
proceedings against the daughter of 
a Xe-n* Kcchelle. X. T., Xegro coach- 
man, 
-was present Tvhen the decree 


"was granted, hue had no comment 
to make, other than to say that he 


to continue his residence 


Kentucky? Two airplanes from Xash- 
ville took part yesterday but were 
not able to be of much assistance. A in Ijas -\-ggas. He was represented 


in the brief hearing by Attorney 
Harley A. .Harmon. 


The once wealthy Xew Torker, 


estranged from his family, \vho 


sions, according to- 3Ir. ^Sehlintz."" A 
fev." 
counties still are so generous 


that they grant the maximum pen- 
sion to all applicants, while on the 


DIRECTORS DISCUSS . 


PR06RAH FOR 1930 


"By the orderly manner in which j 


he conducted the enormous and com-1 
p!ex duties of a supply officer at 
a post where there were usually 
more than one thousand airplanes 
and more than one thousand flying 
officers, he rendered service of ines-; 
timable value to the American Expe- 
ditionary Forces."' 


GAME WARDEN WARN 


ABOUT VIOLATIONS 


Jeske Says. Arrests Wjll Be 


Made Unless Fishermen 
Observe Laws 
:. 


i - 
The chamber of commerce pro- 


gram for 1930 vras discussed at a] SCHNEIDER SPENDS 


other hand there are a. few counties j dinner meeting of directors at Hotel, 
HOLJDAY^ AT 


•nrliich-go to ths opposite extreme:jXorthernTnday aiternoon. -VVUliani 
HUUIUH1O Ml 


Mr. SchUntz" stated. 


In accordance -with the law 


annual income ot an applicant 


the 
for 


> not jpfcn able to ply their trade, j Highway .Xo. 11—Madison to La 


One *irfclc load of ale, supposed to | Crosse. Good. 
Iisrfc*foinHl its -nay, r.cross tlie river, | High-n-ay Xo. 12—TLake Geneva to I 


seized yesterday near LacSa- i Hudson. Open and in fair condition. 


,- Xo. 13—Eeloit to Bay- 


field. Fair condition entire "length. - 
!- 


dozen national guardsmen from here 
led by Brig. Gen. H. H. Denhardt, 
former lieutenant governor, aided the 
posses under the command o£ Sher- 
iff Tom Ferguson. 
, was 22 years old at the Time of his 
Kirby wae shot'--TO when ne and i marriage five years ago to the 2S-| 


several other residents tried to stop yeai..oid ^ji^ jones> cit0(I ia his 
the bandits car after the robbery of j complaint, that lie had separated ' 
the bank at Oakland, v 


After this, fatality, ihe three.men 


abandoned their car an'd about §400 
of the approximately ?TO"0 loot from 


pension substrac.ed from S7SO gives 
the amount of pension TO -which he 
is entitled, but the pension must not 
"exceed §360, unless the 
person is 


deaf "as well as blind, in -which, case 
?4SO is the maximum. 


The Lions club also expects to 


make a survey cf the county to de- 
termine -the general status of. the 
sightless, including the amount of 
pension, and hon3eliCe."Questionaires 
are to be sent OUT, 
and ' if no. re- 


sponse is received, members of the 
club expsct to cal- on the blind peo- 
ple, and hold personal interviews. 


! Xorthern "Friday 
Strassburger; chairman of the cham- 
ber promotion ^committee, reported 
that literature on highways running- 
through Appleton and other tourists 
information has been compiled and is 
ready for .distribution. 


He also reported that a special ef- 


fort is to be made to collect delinq- 
uent memberships before Feb. 1. 
The number of. delinquents, is s 
he ^reported. - 
., - 
- 


Directors also decided to purchase 


ne-w brass_membership signs which 
are vto be~huns- irrrnembers* offices 
and places of business. It is believed 


the new signs will be more per- 


manent. 


Congressman George J. Schneider, 


who is spending the Christinas and 
Xew Tear holidays at his home here, 
expects to return to "Washington, D- 


in time for the opening of the 


sessions Jan. 6. Dur- 
stay_ in Appleton. Con- 


gressman Schneider does-not expect 


I congressional 
ing 


to 
regular office hours at 


his office at 125 TV. College-ave, but 


constituents \vho have 


important 
problems 
to 
discuss, 


through, appointments made pre» 
viously. ilr. Schneider expects to 
make a brief trip to some of the 
larger cities in his district next \veek. 


the Oakland bank was recovered. 


from his wife after she had "by her 


BI6 CROWDS VISIT NEW 
MONTGOMERY WARD STORE 


TIRE 


'j RICHMOND SCHOOL 


HELPS GOOD FELLOWS 


DEALERS TO MEETk A portion of the contribution to 


dealers vail liold an- 


Barge crowds . Tisited 


i'the Good FeHow club credited in 
e aeaiers will iioitt an- ^ ^^ ^^ of ^ Appieton >I)ost. 


the neither, meeting at c.O ilondaj <**-\Cr&iCfiIK to the irc-Eanley school pu- 


pils was collected 
at 
Kichmond 


;ehool. Richmond pupils gave $3.04 


{ 
"Warnings were issued Satizrqay 


1 by Louis Jeske, game warden, -who 
i has received word thai fishermen. 
| fishing through the ice on Bog and 
Little lake Butte des Mortes and 
Lake "Wirniebago are violating- some 
of the- provisions of the same lawsL 
Mr. Jeske said thoc he understands 
that spears are being used in shan-r 
ties, on the ice tied that if the prac- " 
tice isn't discontinued at 
once^aE 


shanties will be ordered off the Jdkfe 
and the violators arrested. 
." 


Spears may -is used on the open 


ice, Game "Warden Jeske said, bufc 
the law forbids the-spearing of any 
game fish. 
Spears may be usea. 


only on rough fish. The law permir- 
ting- the use of spears in caichins 
game Ssh has beea repealed, Mr, 
Jeske said. 
"; 


Some fishermen also are ttsing 


game fish minnows, such as crop- 
pies and perch, as bait in direct; 
violation of the" law. Mr. Jeske said 
he and the other -wardens working 
under him are going to make a. car&- 
ful investigation and any violators 
"caught will be arrested. 


prohibition administrator is making i ±i5gh-way Xo. 14 — Milwaukee TO 
-an effort to determine if a former j Cassvflle. Good. 
-prohibition enforcement agent Is j Highway Xo. 15—Illinois 
State 


.connected with The gang- which Line to Milwaukee. Fair. 
-brought the ale across. One man was. 
placed -onder arrest when the track 
load was seized, after several shots 
had been fired to prevent his escape. 


High-way Xo. 16—Milwaukee to La 


-CHURCHTO SHOW THREE 


FILMS AT SERVICE 


- Three films, including the Christ-! 
"mas picture "Old Scrooge, 
_presented at the Sunday night mo- 
tion picture service at the Congrega- 
tional church. The other 
.will be rwo short Pathe pictures t 
en in Palestine, "Bethlehem'' 
"Jerusalem, the HoJy City." 


-WEEK DAY CLASSES AT 


Crosse. Fair to good. 


Highway Xo. 
IT—3Ianitowoc to 


Sturgeon Bay. Closed in Ke-ivaunee- 
co. Open in ilanitowoc aEd'Door- 
cos. 


Highway Xo . IS—Milwaukee to 


Prairie du Chien. Fair to good en- 
tire distance. 


, . , Highway Xo. IS—^Hilv.-a-ukea to 


" ] Madison. Good. 


! Highway Xo. 20—Racine to East 
j Dubuque. Fair entire distance. 
] "^ 


I 
Highway' Xo. 2-3—aheboygan to i 


[Fond du Lac. Good. 
\" High-sva^.- Xo. 26—Boloit to Osh- 
! kosh. Good. 


liighway Xo. 
~~—Fennirnore to 


Black River Fails. Fair. Very icy 


MAY LOWER SAURY 


OF JUDGE BELDEN 


Deputy 
Attorney General 


Holds County Can Cut Off 
Pay Increases 


duced to leave his family, until they 


• became estranged from him, caus- 
'This is a wonderful city/' said ling to tire dealers organizations in 


F. G. XTahm, manager of the 


to the fund 
The total amount don- 


ated br Appleton school children, to 


; ing- him great mental distress^ and stOre. 
"We are certainly pleased;! 


! humihatfon. 
The document further j ^r-ith. tiie v.-ay the people of- Apple- f 


. alleged that the ''acts and conduct of j ion jja^e treated us. TVe sincerely | 
'the defendant" 
liad 
endangered 1 appreciate the welcome the people! 


Khrnelander's life and mentality. 
j j,ave given us."' 
j 


The Montgomery "Ward store em- • 


ployed about 25 salespeople for the j 
opening- days, bur after this a-ash is 
completed the regular force ' will 
consist of six men and six -women. 


| provide Christmas baskets for 


• i pleton's needy was over §100. 


Ap- 


CAR OX FIRE 
i, 


The Sire department was called tb 


103 X. Durkee-st about 3:30 Friday 
night when an automobile owned by 
Jerome Sorensen caught fire from a. 
short circuit. The blaze was piit 
out with chemicals before serious 
damage resulted. 
^ 


REFUSED 


- The marriage created a sensation 
in Xew Tork society when. It was 
learned that the bride was the 


— Circuit Judge E. B. 


Belden, Racine, the highest paid cirr 
cuit judge in Wisconsin, may be 
forced to return to the regular state 


daughter of a,- Xegro cab driver. 
Two v.eeks after 
the marriage, 


| Rhinelander Sled suit for annulment, f RfSHOP WILL VISIT 
charging that his -\vife 
concealed' u|ljllwl 


salary schedule, §6,500 a year, as a 


from him that she had Xegro blood' 
in her veins. A jury at "White: 
Plains, X. T^ in December. 1923. i 
found that she had not deceived him j 


SHEBOYGAN CHURCH 


The Rt. Rev. Harwood Sturtevant. 


coadjutor of the Fon ou'I-ac 


. j as to her ancestry and an anaulment ] 


refused. 


S A separation suit, charging cruel-!vant ^u cMfirni a class at 


result of an 


in, .deputy attorney general, 


On the ground that Judge Belden j *J" and abandonment, was prepared I san- 


has more work than other Circuit j hy J^Irs. Rhinelander in December, j 
court judges, the legislature put! *-'-<- hut never v.as filed. ILasti 


i" 


CHURCH BEGIN MONDAY! 
soutn of £parta- 


Close 
i. 
, ^,. 
-. Banks and finance companies 
through a. special enactment to per- j ->Iarcn Jier a.torncy announceo\films j ^ r-io=»d "V»w "5>ars da^ it was 
mit counties-within his circuit to i of the suit had been indefinitely j ^^^ Saturda^- mornin-. They 
give iitn additional compensation, j postponed because Jlhinelander f°H wfli r»open at Q o'clock next Thurs- 
| Under this act his total salary -was tintarily had increased by $100 a. 


| 
Highway Xo. 2S—^Kewaunee to j raised to about $10,000. 
month the S300 monthly allowance 


Weed day classes conducted by, Chippewa Fails. Closed in Kewau- j joim p. ilcEvor, assistant district | he had been paying her. 


•the pastor, Dr. H. S. Peabody, will j nee-co. 
Open and fair remainder of j attorney of Kenosha county, asked j Last July, soon after Rhinelsnoer j 


"begin Monday at the Congregational | distance. 
' the attorney general's department i 
*"J 
=— '— ' •" ' 


day morning. 


BUYS CRATE OF EGGS 


CHEAP—FINDS THEY . 


• 
ARE MOSTLY BRICKS 


3niwaukee—OP)—^"ovr tbatEmil 


TYirtli lias found out what it was 
a stranger/-«-ouIdn'B. do forT.Iiis 
"own 
father^, all" lie" has .to do is 


find him. 


GChe stranger, a supposed pro- 


duce dea|er, orove tip to Wirth's 
bakery - j-festerflay. - Mr. "Wsrtli 
needed a crate of eggs. He bought, 
for a, bargain, price, the crate af- 
ter ilrhafl been explained to him 
that "I wouldn't cut prices like 
tbis for my pwn father."' 


/The first two layers of the eggs 


were all right, "Wirth told police. 
But after that, they irere hard- 
boiled; 
were oblong, in 
fact; 


actually Tvere bricks. 


church. Two classes for boys arid i Highway Xo. 
31—ilanitovvoc to 


'Sirls between the ages of 12 and 13 ] Fond du Lac. Good. 
Trill be held, one at 4:15 for boys and i Highway Xo. 41—gllinois 
State 


'-one at o o'clock for girls. Tae class- ! Line-Milwaukee-Green Bay and Mar- 


whether the county boards 
could 


Crosse to 
Highway Xo. 53—La 


Superior. Fair to SOOG. 


Highway 
Xo. 
61—Dubuque 
to 


Prairie du Cbieu. Fair. 


Highway Xo. 6S—Macison to Hii- 


Briver is Fined 


Harvey Goc-s. 1121 W. Elsle-st. was 


ftned ?10 aad costs by Judge Theo- 
dore Berg in municipal court Sat- 
'Tirday inomiag when he pleaded' ~°i£3 State j-due. Good. 
5-oilty of reckless driving. He -nas ! _ Highway Xo. 
110—Oshkosh 
Arrested abo-at S:30 Friday night •-tremont. Good. 
'*y Fred ArnSt, motorcycle office:-. 
, 
Highway Xo. IIS—^3odsevil!& 
" 
' 
' Dickey, ills. Fair. 
! 
Highway Xo. 141—Milwcukes 


'• i Green Bay. Good, 


Highway Xo. 
iol—Madison 


Fosti on lac. Goo<3. 


reported preparing for 
a. di- 


vorce suit in Las Vegas, Sirs. Shine- 


csii off these salary increases, lander started a 5500,000 alienation. 


Mr. Minahan. held ttat they could, j of affections suit against Philip; 


Kenosha county is now paying! Rhmelander, her father-in-law. Xo 1 


Attorneys for Mrs. IFlhinelander 


Lkenj 
an-| 


suit has been, 


defendant Sled his 


wipei 


to 


out immediately and it is not neces-J 
^ — 
j 


y to await the start of a new ia- j have indicated that both the separa-1 


term. 
J *i°n and alienation of aEections suits j 


-, might be pressed. They contend" 


I 
BELDEN OPPOSED ACTION 
j that a divorce granted in. Xevada 


' 
Kenosha, Vfis. — Judge E. E. Bel- j irill not be recognized in Xew Tork. 


j den opposed any action of the Keno- j 
Khinelander's attorney said the 
. 


I slia-co board to rescind the special j divorce decree included i-»o property j 


to I compensation voted him -when the' settlement, and that none had been-! 


THE WEATHER 


SATCBDAT*S XJB3IPEKATOJES . 


Coldest Warmest i 


Denver 


O! IPUTi V 
J>LiuH I LT 


I&l 
111 


j subject v,-as originally under consic-' agreed upon. Hs indicated that the | 


to | cration. Ths county board passed | separate " maintenaiice 
allowance j 


j a resolution in Xovembcr, 1525. giv-. Rhinelanuer has been paying his i 


to , ing Judge Belden s. salary increase i -nife each month might be continued,! 


. of §:,oQO annually, and since H. A. i althougli ths decree does not touch I 
. Xinahan, deputy attorney 
genera", m any v,ay upon fiaancial arrange-1 


has ruled the board can decrease the I mcms. 
: 


You Save Money For Your Taxes — Your 
Christmas Savings — Your Fuel Bills 


WHEN YOU BUY AT OUR MARKETS 


Half or whole. 
25c 


AKHOtR'S SUGAR CURED SMOKED HAMS. 
AQ surplus fat and rind removed. - 
- - ; 


Per pound 


and 


ARMOUR'S SUGAR CURED 
BACON. 
Per pound 
PRIME BEEF ROUND 
SDSLOIN 
STEAK . . . . » • • • • • • • • ^» ^ 
CHOPPED 
-t JT ,» 


PORK 


PRDD3 BEEF ROASX 


Per 
OfV^ and 


pound .-- *tV\s 
PORK ROAST, 
trimmed" leati 
PORK STEAK, 
trimmed lean 


22c 
20e 
20c 


A U3IITED SUPPLY OF "POULTRY- 


We advise you to place your order carlj! 


HOPFENSPERGER BROS.INC. 


j 
fii 
Iiji 
il 


Suggestions 
for a Belated 
Christmas Gift !| 


If 
t! 
I 
s 


Did You Forget Someone at Christmas? | 


THEN — 


, You Can Make a New Year's Gift! 


VISIT OTTR €HPT DEPARTMENT 


MARKOW 
MILLINERY 


Rom Stem's 


West CoUege Aye. 
Next to 1st Nat, Bank 


i compensation at any time, it is pos-, 
jslble the board may rescind its spe- ; 


JCaiasas City 
...... 
36 


Milwaukee — . — . -2 
St. Paul' 
.......... 
2S 


Seattie ........ .". . . 44 
"Washington. 
....... 
4u 


- "Winnipeg 
.......... 
2i 


Wisconsin Weather 


65 
44 
35 
Su 


•J.TTO cars Trere slightly damaged jciai Srar.t. 
v 


in a- collision .Friday afternoon at 
Opponents of the Judge began a 


the corner of Appleton and Pacinc-1move to takc a"Tai" *nis special com- 
sts. P. J. Phillips, 5SS X. Garfieid-st.! Per.sa.non after charges vrere Sled 
drivirg his car east on Pacific-gt, i against him by a leader of stoking. 
was struck by a. car driven by Tvleryl j -^ien A workers in. Kenosha ano 
Stoffel, route I, Appleton, who wasiafter rne charge? \vere heard by a 
going north or. Appleton-st, police J committee of the legislature. Judge 
reported. Fenders on StoffeVs car , Belden was permitted to file a brief 


Probably fair tonight, and Sunoavi^ere damaged and fenders and the iwith ihe corusr-ittec in -which he con- 


-•w-tli some cloudiness; slightly cold- * running board on Phillips' machine ! tended that the board's 1525 aciior. 
"•cr toaight in roiihwest portion. 
were damased, 
. 
;could noi ^ rescinded. 


* 
m 
General Weather 
'' A shallow "low"', centered 
this 


"morning over the upjisr lakes has ; 
brought cloudy and unsettled to the i 


region, upper Mississippi valley j 
Xew England states. Tempera- j 


lures have fallen slightly during the j 


24 hours in the lake region and ! 


tae Missouri valley, but are still} 
-•considerably above the seasonal nor- 
mal. - Another'- "low"' is moving in 
-.over the Canadian Northwest, bring-1 
4ns1 cloudy and warmer to'that part] 
,ot ths country. A strong "high" is 1 
^centered this morning over south- j 
•<jrn Idaho attended by fair weather] 
in nearly all sections from the plains 
AtmUK westward. Fair ucathcr is 
*f«p«cted in this section tonight and 
Hundny. with.-little changp in tern- 


ASSESSOR PASSES 


CIGARS, ALTHOUGH 


HE WANTED A BOY 


Jit's 3, girl, and thouch George 


Peotter, city assessor, -wanted it 
to be a boy, he wa* passing th« 
cijtars.. with good grace at city 
hall Saturday morning:. A dau£U- 
ter, Jean Loxiisc, was born to 
Mr. and Mrs. Peotter at St. Eliza- 
beth hospital Friday, night. 


Because the daughter is the. 


first chiW in Ihf Peotter family, 
the mere fact of ita MX could not 
nick Use father's happiness. 


Fried Chicken, Hew Year's 


i Eve. Mets's, Little Chute. 


HECKERT'S 


S H O E 
REPAIR 


S 
H 
O 
P 


Phone S»3 


Bond Issues Build 
Mighty Enterprises 


Great railroads, marvelous engineering 


projects, progressive public utilities-, thri\- 
ing industrial organizations, civic improve- 
ments — ail are the work qf bond issues 
subscribed to by the public as' a means o£ 
sound investment. Xot only do sucli enter- 
prises represent safe "and 
sound securities but their yields are quite ade- 


quate to the conservative investor. AYe offer now very attractive issues 
that we can confidently recommend. 


NEW LINGERIE 


~ " 
3 


Just Arrived — Reasonably Priced 


Dainty lace trimmed undergarments of "beautifti! 


ecm lace trimmed crepe de chine;, 


Night Gowns 
........... 
S3.50 « $3.95 


Teddies, Bloomers, Step-ins ..... S2.50 


ji 
I? 


i! 


FIRST TRUST COMPANY 


Step-in and 


Brassiere Sets 


L50 Set 


Snappy Colored 
Rayon Pajamas 
S2.50 and 


! 
j 


ij 
Spend that Christmas money on some dainty gar- 


if- ment for yourself* 
ii 
These new tmdergarments Will surely delight any 


girl or woman. 


Happy New Year to All! j 


.«>—».»•iij 
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CHICAGO BANK HEAD 


TO SPEAK HERE AT 


CHAMBER MEETING 


B. C. Ungle to 
Address; 


Forum Group on Lighter! 
Side of Banking 


_( _ . El C, lassie, vice president of the j 


Trust ar>d Savings bank of j 


Chicago, will be the orlceloal sseak- •i 
er at a dinner meeting of the forura 
conirp'ttge of ihe chamber of com- 
merce at 6 o'clock TSitirsSsy eve- 
sissr^ Jan. 15, it Tvas announced Fri- f 
cay by Keimerh Cor&eii, chamber j 
secretary. Paw! V. Cary. Sr., Is \ 


Will Talk Here 
PUN TO OBSERVE 


THRin WBK HERE 


GET REPORTS OH 
\ClafUn Tells Where To 


FALSE HEN MOLT 
Catch Wail-Eyed Pike 


PATRONS URGED TO 


SENDVIA AIR MAIL 


Special Delivery Mai! Wilt 


Reach Destination Sama 
Day, Postmaster Says 
•- 


cornnj-ttce 


\ 
charge. 


Sir. Liagle, '-SYIIO has traveled over,! 


most of the worM in the interests of I 
ihe Chicago bank \vl!l soeak on Tlis\ 
tighter Side of Banking. 
Dunns I 
the past fev.- years he has conducted ;c:: Ihe K 
affairs of the bank in Germany. Ja- jbank. Chicago, wh 
pah, China. Arseaiine, and many ^-est month. 
oifier foreign countries. 
| program of 


' Wives and lady friends ol forum lfcc chamber of 
coaimittee members \\iil be guests- r-c- Jneeiias 
at the dinner meeting-. A spsciai ! • 


or eatertainment a!so 5s | -,._.,.._„„,.-._ _. . .._ 


r arranged. 
MAENNERCHOR PLANS 


,. Other me-nbers of the committee • 
fn charge" are Herbert Santerstroro ] 
and Martin Van Hoy. 
. 
. i 


Committee of B u s i n e s s 
State Specialist Tells How 


Leaders Will Meet Mondayj r TOD A Y'S CHOICE \ to Avoid This Trouble in 
Afternoon 
I 
isb^ 
i Flocks 


KY B. A. CLAFLIX 
; tenipi is msdie *o 3h 


Beartrap and Pike lakes, - 
are grateful for t b e c a e 
FKE1> \VOLLE 


Dirrvtor of th? Bach Choir, 
c. • Post and Pe::caa 
o* :.:at f;r.° ro 
XationAl Thrift JIVeei - for better i 


income 
served 12 Apple 


meet at 


nms at the 
proceed \vlth 


The conjmit 


Appleton 
b-: 


were selected i 


mes-, bond men.. church men. ' 


a!I^ l^Tt-l-»>'« 
*T*V*«i c?Qt£ka! n* ^Ctsfinntal 
?« 


Thrif-; 
Thursda-, 


any reports concern::^ f^:5e r.-,o!t '• cwu:re:::eiit 
the a::d Oaritla-ces.: Cbe 


Fo:es:-co.; J>ruran;c2d. Owen. ? people think 
to poor u-.anase.-Ke::-.. 
~-"?r=> rr.aHed Sandav 


s.: inose pouitr;.- raisers 
"lo a-.e, the glory of these 


YPfiR^ P&RTY 
I CHnO rHn I t 


t'ians for an invitation Xew Tears 


' ' Eve P&r'J". sponsored by the App!e- 
-r> 
T. ' 
. 
- 
,, FlOWers — ~ HlXed BtinCllSS lun ilaennercho^. being arranged by 


xvork and earn, maJ:e a budget. 
s has'b.^n enhance! bT'jhc in'-lwa^-OXcepi-ona'Te^nls'Jari:-~"x'o. 
rf*f*nt"rJ 
e*vr\**T\fti* **r-jir- 
!•»—. ••«. » 
tv^. «•!» 
^ - - , « . j \ , . , i . . 
- 
« 
- . . 


per bunch. Button Chry- the commlitee in charge- The dance 
Arthu 


ISirrams d02. 76c« 
Large | v-'~'- sfA-~ a£ s o'clock in the Gil | rector 'ol 


to S2.5O. 
Floor. 


Large 


doz. S1.25! My-e hal!- ^-"^ io be furn!shed by! the 
WTPTj-»e "•««•'- j ^"erner Koletzkc'--orchestra. 
.aJSil 5, Jftam, {50^5 j,ave bce., extcrsuec to mem- 


bers and friends. 


record expenditures, have a 
bank 


account, own life insurance, 
your own home, make a •will, invest 
In safe-securities, pay bllSs prompt- 
ly, and share Avith others.. 


Arthur P. Jensen, physical di- 


of the T. 31. C. A., is calling 


Chicken 
Lunch 


Goose, Sat. nite. 
at 
Blue 


John Sebasriati Bach." 


(Compi!«~2 by the B:i»ic Gu::d.) 
Larry Lyons or 


• monthiy rrport 
Tho s::-;-:.r-y.;a:: 


I Hocks. o-.v;;-.(l !.>y Arnow S<>K!cr :'.:'.^! 
| Phittp llornl-rck. p!acetl scoi>::-i an 


:i,.t .|.;c iv use j.iorn. I :s,uoh prefer; your o>.jce:ive. In :::; Is.?s: :»r::v:e.;:; 'v,,^;i..'.'. ""'" ' 
M^tv:::!!^ «,i.< with ,.;n> Ly -s::rK i trot,: wjiors wil! !,e d'iscusEeO. 
= 
1! 


.K'W ;:iipc.t! t-j : 
;?.>:•:,;!.= :^:x? tii:- 1 


!!!!::. 


^v'o'.v. ::s ;o "ocal-tics where th-~se 


f.!>- 
v :'..<!: oa:: J-e sakosi. Tltc ro!!o\v:i5s 
y Lyons of 
OiScaso. Owe.i ! tenth r«.-sp<vUve!y. Seidn- f.oc.: :iv-'-"' ''sa °a:; " ';';^^- i isc .cJ.0w:i5S; 


of .Madiso.'.. and 
.ML-s Alice Ura^o.1 iO.ii c==s p-.-r l»Al ar-s ihe : v';it":" :':v =1VCI! ^^"'-^ of !!I-V Per-1 


of Macitowoc spent Christmas i r-iombeck herd avc-rasod l!.;j . t:~< -son:u '-""wl«lst-'»»f the:-.i: t.ut no at-s 


Lj^ons 
Lyons o! 
at (heir home ?a Eight-st. 
[per birJ. 
T!ie \Vianebnso 
iliss Grace Hanasan of Chieajo Is j owned L.y Spcuccr 


BUILDING PERMITS 


One buUdlngr pc-r:n^t v.-as Ssstied by 


jJohn X. AVeihiUiJ. build::::; inspector; 


?Ir. ar!^: Mr;=. :---.\.srj: V."::::.i:r= -•;' 


Di.-!r«van are spp.--!;::-.; -he ;-.e'.!.".;!ys 
ivi::-. :he:r 'Sausl'-tcr. Mr.<. I!a—.vvvi 
S'i.»r'ov:trj;, Lcouria'Aal:-^;. 


Miss Ma:y O"i.»ary 'inil James •-.»"- 


Leary of TJ'?:r=':i- M:ch.. s;>env tr-'J 


. 
. 
s« ;!ian 100 birds. I!re:t reiser's i Kriiiay. Is ivr.s cranlotl :•-•> IMivanl • Mrs 
T I' O'L-— 'v E.:"'-i-'^-^- 
" 
"" 
vis-tins her parents. Mr. and ilrs. I Mrs. A\*!liaRi A. Griffith place.! s-c- : !:o:V; averaged 12.32 C.^KS and Mr?.; K:unke, 1347 \V. J'inc-st. 


i James Hanagaa, Warris-st. 
i or.d and third respectively for t!cel:s c:r:!t::;i"s ilock averaged 10.3S r~si:. i suragc, cost 530. 
to - 
&\?s A^r.cs I-TJ- of 
T.Va-.:sau 
| visiting: Mrs. CarX-lor. Sacckcr. 


La SaMe 'Kesfaurant 


DECORA TING 


AND 


PLASTIC WORK 


IN THE NEW 


LA SALLE RESTAURANT 


Was Done by the 


Badger Decorating Co. 


. Toe entire decorating job was entrusted to us.. 


Staining;,tli0 lyooehvork. painting; and vre.especially 
call your attention to the plastic work on 'the walls. 


.. 
^ you arc planning to redecorate, or build, we 


.-- will be .glad- to explain the advantages of plastic 


'work In* your home or office. 


Badger Decorating Co. 


EGBERT STAMMEE 


721 N, Msade St, 
- 
Phone'3390 


NICK MAUDAKIS, PROPRIETOR 


228 East College Avenue 


APPLETON 


s Monday! 


*** 


1 


A HAPP5T, HEALTHY KETW YEAR TO YOU ALL. 


Onr pure milk will bring yon added IicaKIi and happi- 
ness .fins year. Our service men tvfll continue io serve 
you promptly and politely. Onr milk is Safe — it's 
Pasteurize:!. 


•SB* APPLETON- 
PURE MILK CO. 
SML£CT£0 GV&UfSerMILK 
FROM IffSfECTEQ 
COWS 
72OW, WASHINGTON ST- .PHONES 934*83$ 


SIQNS 


... BY THE... 


Valley Sign Co, 


207 E. Colleg-e Ave. 
Phone 2534 


FREE CARNATIONS TO 


ALL VISITORS 


Special Opening Dinner 


Monday 


This Restaurant Will Be Open 


24 hours Each Day 


MEALS SERVED AT ALL HOURS 


Regular Dinners Served Every Day 


From 10:30 a, m. to 8 p. m, 


Quick Service for Ladies and Gentlemen 


f 


Only the Best Meats and 
Groceries Obtainable 


Connoi«eurs of good food will welcome with delight 


the opening of the new La Salle Restaurant in Appleton, 
next Monday, December 30. Here you will find splendid 
food tastily cooked, food that tastes "like more". There 
is-a welcome surprise in the reasonableness of prices here. 


You'll like the new La Salle. Even if you eat away from 


home only occasionally, you'll recognize the welcome 
change the La Salle offers you. If you eat out every day, 
then you'll find the La Salle refreshingly different and 
you'll want to come back. 


In the La Salle kitchen which is always sanitary and 


open for inspection, expert cooks prepare the finest in 
meats and groceries for you. 
Our modern, clean and at- 


tract 72 dining room offers you attractive surroundings 
which make you enjoy your meals all the more. 


Come in to the La Salle on Monday, you'll be delighted 


at yc-or new discovery. The La Salle fills a definite need 
in Appleton, visit us and see how well we do it! 


Mr. Nick Maudakis 


has been in tho restaurant busi- 
ness for over 15 years and now 
expresses Ms idea of a first class 
restaurant by opening this modern 
one in Appleton. His brother is 
a co-partner in the Majestic Res- 
taurant in Fond du ac, 


Extending Our Welcome 


TO THE NEW 


La Salle Restaurant 


The Elm Tree Eakerv suDoIies 


— 
i 
A 


delicacies that 
v/ili be 
served 


to you 
in 
this new. 
modern 


restaurant. 


Elm Tree Bakery 


308 E. College Ave. 


Special 
Complete 


CHICKEN 
DINNER 


EVERY 
SUNDAY 


Served From 
10:30 a. m. to 


8 p. m. 


WICHMANN'S 


GROCERY 


230 East College Ave. 


Phone 165 


Hearty Con- 


gratulations 
and 
best 


Avislics for the success of the 
New La Salle Restaurant. 


TTc arc proud to say tLat wo furnish the best crroJe o* 


Fresh Fru-i. "Vegetables and Quality Groceries for this 
ne'.r modern restnurant. 


319 E. 


College Ave. 


Is proud to say that all plumb- 


ing in the new La Salle Eestauraut 
was installed T>y them. 


ALL FIXTURES (PLUMBING) 


ALL PLUMBING 


HOT AND COLD WATER 


CONNECTING STOVES 


CONNECTING SODA FOUNTAIN 


If you SLTS planning to build or 


remodel, it will pay you to call on 
us for plans and estimates. 


LINOLEUM 


FOK THE NEW 


La Salle Restaurant 


Was Furnished 


and Laid by 


FurniturejBompany 


.lN.EWSPA.PE.8l 
WSP.A P.EE. 
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3 Racketeers Killed In Battle With Chicago Police 


" 
• 
w 
•* 
^^^fc^^ 


DEFNflMG 
»TRAP: ONE 
SLEUTH HURT 


The Oldtimer 
Asks* 


Attempt to 


from 
Union C h i e f 


Leads to Ambush 


CUc*c* -r-OPJ— Three racketeers, 


easy inoaey •nritii shotguns 


and revolvers, were trapped by po- 
lio* last sighs and died resisting ar- 


DO YOU REMERBER WHEN—? j 


After tie sew dam. v.-as pat inj 


above the John-st bridge, -nhea the; 
. wind was in a. certain direction, the • 
I vrlndotrs in the bouses would rattle I 
\ In time to the vibration caused as! 


the water -went over the dam in 
•wave lengths arid some folks attri- 
buted it to "spooks" and oth-rs 
vrefiged their -windows so as not to 
!>e annoyed? 


Tf a "iJtwesburg" boy v.-as travel- 


ing aloneJIn the ''Chute" he was care- j 
ful to walk very circumspectly an*.* 
the jastn thing was true for a 
"Chute" boy wher: alone in 
burg"? 


6ERMANT REGAINS 


PRE-WAR STANDING 


AS TOURIST HAVEN 


Tournament of Rotes Queen 


rest. 


50,000 Visitors 


ited "Old Country" During; 
Past Season 
| 


Berlin —OP)— Tea years after "Ver-; 


sallies, Germany ,has -won back its j 
place in ihe sun as a haven for tour- [ 
ists. Xearly fifty thousand foreign-; 


' wells tTere quite the 


The racketeers had gone to the of-1thing along the river bottom until 


fices of President Michael Powers of J EO j^ny were bored that the pres- 
tfce .Tire Workers aad Repair Vul-jsure -jvas reduced and they BO iong- 
caiiiners' 
or Towe; 


•' -union, demanding ?1Q,0001 er continued to "2o-a 
er's life. 
If Powers didn't. -\ye used to drini 
ink at the spring 


they warned him, they would JRear the brick yard below Strobe's 
pay, 
get friTo out or the way and take con- j rsjand? 
irol of the union themselves under 
*he^ racketeer's theory tliat might is 
sight. 
Powers called upon police for pro- 


Among the attentions that were of- 


to a new coiner were Indian 


Turnip {Jack in the pulpit) root !• 


ers streamed 
Lnter den iJnde 


hijacker and beer runner and mem- 


FLORENCE-GO SURE 


SUSPECT IS OLSON 


t or the joys that v.ere to be de- 


tection- ' Officers -were concealed at j rived from touching the tousle to 
the " union headquarters when the j ar, JJ-QJ, p]pe jn zero weather? 
racketeers arrived. Five minutes lat-: 
er & police ambulance drove up to j 
take one.policeman, slightly wound-; 
ed,.to the hospital, and three bodies' 
to the .morgue- 


The dead: "William (Dinky) Quan, 


with a. police record dating to 1S20 
and Including an Indictment for mur- 
der-and arrests and convictions for 
burglary, larceny and disorderly con- 
duct; "William "Wilson, alias "Walker, 
caSed "the silver plated gangsier," 
tee first victom of gangster machine 
guns'in Chicago and -with a police 
record dating to l?lo. A silver plate 
In iis skull," necessitated by a bullet 
•wound, gave him Ms sobriquet; John 
Evan, identified by detectives as a 


this year, and in- this almost un- 
precedented flood, Americans held 
first p!ace. 


The 8,000 or more Americans who 


visited the Tteich this Bummer con- 
stituted a. 12 per cent Increase overj 
•ast year, and nearly fifteen per cent! 
of all foreign callers. In centers such 
as Heidelberg and watering places 
•Ike Bader.-Badea or "Wiesbaden, this 
proportion soared much higher, and 
at the height, of the summer season 
more than 50 per cent of all tourists 
were American. 


Complete statistics compiled by the 


Government Kailways Travel Bureau 
for- the whole of Germany are avail- 
able for 1929 through the month of 
July and show a tourist traffic of 
45,92?,. almost a 10 per cent increase 
over last year's total. Americans, 
numbered 6,923. Of these, 6.553 visit- 
ed Heidelberg, as compared with !,- 
842 English, the nest most numer-j 
, ous nationality. The same was true; 
j in the Black Forest resort of Bader.- 
I Baden, which showed a C.231 Amer- 


body oC his sweetheart, daughter of j jeans on its books for the first sev- 
a. neighboring farmer, -nas found- ] en months of the year, and oniv 1,70T 
•Ths girl, no relative of Iranian, was j English. 


IT 
[_ 
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AUSTRALIAN RAH 


ROUTE TRAVERSES 


PEEP QUICK-SANDS 


SkullOf'Peking Man" I* 


Studied By Scientists 


Many Difficulties Overcome i!L 


COXTINttED FROM PACK 1 J 


Of 


Cenozoic Kesearch laboratory of the 


Dr. Black, 


continental Road 


- Geological Survey cere. 
I **° *• f°, 
at the Rockefeller 
| 
_ 


I 
Sjniney — W) — Across the sandy ' pital, handled the skull as though : 


jtraaies of Central Australia, there is I It were the most delicate p:eee 
of] 


I beinj? built a. second transcontinen- ' cliinarrare. He p-aced it on a table , 
| ta! rail-sW the ^orth-Sonth connect- U'hito the spectators eagerly craned; 


5n* Barwln. in the Far Xorth with^ 
Adelaide, Us* capital o* South. A'JS-:Swedisll scientist and explorer. Prof:' 
tralia. The East-TVest transcontlaest-| Charles "Wilson Brown, head -of the i 
a! has been i£ operation, for some »• geology; department of Brown uni-i 
"ears 
i versity and Professor Grabau. 
• 


" * _ " , ' , 
, 
.. 
. , 
I 
Dr. Black gave fall credit for the] 
On level country t*e whoiC way, , discoYerv io ^ a Pe!> 
vou-Mulj 


construction work on the Xorth- ' Chinese member of the geological ! 
South. line has been comparatively j survey who unearthed the skull on 
easy. One of the most difficult jobs pee. 2, the lasi cay of the season's , 
•was the bridging: of tb« Aljibwkina 
Creek over a mile of shifting sand. 
The creek, really a big sandy river, 
was dreaded by teamsters and formed 
& serious obstruction to "the construc- 
tion of the overland telegraph line. 


A similar dry nver which the rail- 


way engineers have had to bridge, is 
the Alberga. The rail track crosses 
three other so-called rivers — the 
Hamilton, the Stephenson and the 
Finke, These ordinarily are- great 
beds of whits glistening sane. In a 
heavy, wet season, enormous vol- 
xames of water come down, hold the 
sand for a time in. suspension, and 


work. 


Dr. Black called particular atien-1 


tion. to the vault of the skull ;onr>,! 
its massive brow ridses to the occi-1 
put and the whole right side of the i 
skull.-supported, v.hen found, in a j 
relatively soft matrix, which has: 
since been removed. 
j 


"In the present stage of its pre-J 


paration," Dr. Black said, *•!: thus j 
becomes apparent that the brain case j 
has been almost completely preserv- \ 
ed while most of the facial region " 
tvoald be lacking'." 


The skull was found deep in a 


great cave. Xearby were many other 


about to become a mother when she 
was slain. 


' SATS HE'S IRISH 
Tie youth said "I'm r.ot Swed- 


ish; I'm Irish." He made that state- 


The climax -nas reached In July, 


v.-Iieri there were 4,893 Americans at 
Wiesbaden, 
Germany's 
greatest 


•'cure," and 2,585 at Baden-Baden, to- 


more than naif of all the for- 


oSice, Qiian in the 
along with the aid 


be- of "Red * Bolton's west side gang. 


The injured policeman was Detec- 


tive Ray Donerty. He was shot in 
the hand. - 


- THREATENED "RIDE" 


It was Doherty, concealed In a 


rear room, who precipitated 
the 


shooting.- The extortionists had en- 
tered Powers' 
lead, stumpini 
o? a. cane. He had. not recovered 
from a- bullet wound In the leg suf- 
fered several weeks ago. 
Powers 


stood behind a grated opening some- 
times used as a. paying teller's 'win- 
dow, 
• "Wen, have you got the 
ten 


grand?" snarled. 


Powers prayed for time, but Quan 


-jranted action. 


'•If you. haven't the money, get rea- 


ment to an Associated Press corre- j elgners at both places. 


.' soondent, but refused to answer oth- j The Munich Festival, with 
"' er questions. Davis said that the ! Re.nhardfs plays, were a big draw- 


suspect, like Erdasan, had two front I ing card, attracting an audience 70 
teeth missing and had his tonsils per cent foreign. The outdoor plays 


dy for a ride," Quan s 
"We've 


•taken "many another man, as you 
probably know." 
,- .Behind Quaa stood "Wilson and Hy- 
-en, the" one carrying a. sawed-oft 
ehotgim, the other an automatic pis- 
tol. 


At this moment Detective Doherty 


tried to open, the door slightly to be 
able better to sear what was going on 
The door saueaked and the two rack- 
eteers -whirled. 


"Coppers!" died ^Vilson, and open- 


fed Sre. It was this shot that wound- 
ed Doherty. 


The detective brought Ins right 


JEand up and ills own pistol began 
"Mazing, 
Sergeant Patrick O'Con- 


nell and Detective "William Byrnes 
opened fire through the grated win- 
dow. 


PLEADS FOR "BREAK" 


^Wilson, wounded, threw down his 


•Weapon, which was empty and cried 
out: 


"Give a. guy & break." 
His companions, however, kept on 


Sring, sealing the death warrant for 


removed. 


For several days he had been un- 


der surveillance in a camp near 
Tripler, 20 miles from her, after a 
"tip" had come to Davjs. He was 
arrested yesterday and brought here 
in handcuffs. 


Trig questions 
failing, 
Davis 


searched the youth. He found that 
he was wearing silk underwear, un- 
fit for the rough woods work. This 
led to the conclusion he had cozae 
but recently from some large city. 


Officials oS Crawford-co, diagonally 


a-r.-oss the state in the southwestern 
section, refused to become aroused 
over the arrest, saying that "Olson 
has been arrested many times be- 
fore." "With the memory of count- 
less other suspects, they sent detai- 
ed descriptions of the missing col- 
lege boy to Florence. Whether an 
officer will make the trip to Florence 
is to be determined later. Sheriff A. 
X. SeocviHe sa!3, however, that the 
latest "Olson"' appears to answer 
the description more closely than 
others who hava been arrested. 


An unending search 
has been 


conducted for Erdman, who vanish- 
ed a few days before Clara's body 
was found in a shallow grave on a 
bill near Rising Sun, Wis. A war- 
rant charging murder was issued 
anc its validity re-confirmed last 
year when an iissistant state attor- 
ney general conducted an investiga- 
tion of the case. He declared his be- 
lief that "Brdman Olson is guilty 
and will be found some day."' This 
belief also is held by Chris Olson, 
father of the slain girl. 
Several 


times he has expressed confidence 
that the youth Trill be discovered, 
possibly in the north woods. 


FORMER COLORADO DRY 


CHIEF SUES MAGAZINE 


" So well was the police trap set that 


there was no means of escape for the 
racketeers. They' wers cornered £.t 
one side of the room, facing a. cross j 
fee of police ballets. Even had 
been able to shoot their way 
other oSicers were stationed outsii 
£roat and rear. 


Powers said threats against his 


ted been made for the pas; week. 
Testerday lae was given the 
Trafmng." 
j magazine. It "was one of a series on 


The uiilon headquarters where the liquor conditions throughout the iia- 


Ehcoting took place is on Sacramen- j tion and contained statements con- 


in old Heidelberg castle were a. close 
second, playing- to 60 per cent for- 
eign houses. 


Berlin, more and more the business 


and cultural center of Germany and 
th« Index for the rest of the country, 
totalled S.2S5 Americans through 
August, and 2,270 English. Here, as 
everywhere, from the Bavarian Alps 
in the south of the northern port ci- 
ties or the vineyards of the Rhine, 
the report is the same, "The Amer- 
icans outnumber all the others to- 
gether by more than 2 to 1." 


Pasadena's famous Tournament of Roses comprises the realm 
over 


which iliss Ho!!:,- Kalsted reigns this ZNetr Tears. She is shown re- 
ceiving her coronet of roses from C. H. Reynolds," president of the tourn- 
ament. 
Judge Bars Federal Dry 


Cases From County Courts 


LOTETBY ON WHEELS 


BALKS SHANGHAI COPS 


Shanghai —W)— "What is declar- 


ed to be the world's first mobile 
gambling den has made Its appear- 
ance in this city. This latest inno- 
vation in the world of crime con- 
sists of a Ewo Wei lottery, a favor- 
ite gambling pastime of the Chinese, 
on wheels with a travelling staff on 
bicycles who assist gamblers invest- 
ing their money. 


Driven -out of th& International 


Settlement, the proprietors of lottery 
establishments were at their wits' 
ends to circumvent the antigambhng 
crusade Inaugurated by the police 
of Shanghai several"* months ago, 
when the fast motor truck accom- 
panied by outriders was hit upon 
as the solution. The truck brings 
gambling to one's door. IMr. and ilrs. 
Sun Poo-too, the Wangs and the 
Fung-ling's crowd around, invest on 


Phoenii, Ariz. —V?)— The feder- 


al government was barred from pros- 
ecuting liquor lav.- cases-In the courts 
of ilaricopa-eo by a decision of Su- 
perior Judge 31. T. Phelps yester- 


day. 
The order resulted from a con- 


troversy between government arid 
county oSIcials over the price of 
meals for federal prohibition prison- 
ers in the county jaiL ' 
. 


It all started Monday when .the 


county board of supervisors refused 


j any longer to house and feed fed- 
eral prisoners at the existing rate 
of 75 cents cafly per man. 
The 


board demanded one dollar a day. 


Then John H. fhaU, federal pro- 


hibition, administrator- for Arizona, 
announced he would 31e all federal 
liquor law violations cases in the 


their favorite number 
into their homes. 


and go back 


ARREST BEGGAR; THEN 


SEND HIM TO HOSPITAL 


PENMANSHIP USED 


BY GERMAN FIRMS 


TO JDOGE FEALTY 


county, instead of In federal court. 
By TVs transfer, -it was explained, 
the county would be forced to care 
for federal prisoners If convicted In 
county courts. 


This move prompted Superior Judg 


Phelps to order the county attorney 
to refuse prosecution of such federal 
cases. 


"CTnited States 
Marshal 
George 


declared that the federal gov- 


ernment would go to "the extra es- 
pensa of -transferring prisoners to 
other county Jails qf the state, rath- 
er than be sandbagged into accepting 
conditions which it-feels are unjust 
la Tuscon and Prescott jails, where 
the food Is considered satisfactory, 
the government has been paying $1 
a day rate for some time." 


Marshal Mauk said he notified Mar- 


j Icopa-co officials last June that they 


1 could obtain the increased rate "pro- 


• vided they put in their own kitch- 
| ers and served suitable food to the 
! prisoners." 


Graphology Offers Importantj HjRPQRT 


Services in Selection of 
Business-Staffs 


Berlin. —G<?)— 
Graphology 
has 


gained a remarkable foothold in Ger- • P°rts 


A JOKE, PAYS IN CASH 


Kansas City, EES —CXP)— Fairfax 


field one of the nation's largest air- 


business life. The handwriting! 


of candidates for jobs is carefully 
scrutinized bv experts whose verd ct 
as to the applicant's Iionesty 
anu 


steadiness often has a decisive Influ- 
ence. 


long ago a cashier -was fiis- 


becoming rich—but 


not from aviation. 


Xatural gas production from 14 
-Us on the alrpor; Is responsible 


.-; for an increased income that: now 


totals more than §3,000 a 
Geologists claim the field may pro- 
dues 50.000,000 cubic feet of gas a 


5 da>" "without deep test development. 


move vast masses of it about. The-1501155' chiefly animals, but no tools 
water sinks so ouickiy that a fewj2"* no ^S113 °- ^ "'ere discovered 
hours after a sto^n no water is vis- indicating- that It was the skull of a 
man living prior to the discovery of 
tools and Sre. Many of the bones 


•We, 
but in places quick-sands re- 


main for days. 


Cattle, horses, camels and'smaller 


stock have disappeared in. these 
sands. Bores have shown, over 10Q 
feet of sand in places, -witii fresh 
•water below. 


Oodnadatta, the base from which 


the construction work is proceeding 
northwards across Central Australia, 
is a lonely "township oil-a. treeless, 
lifeless plain. 


LONSDORF WINS 
FREE THROW CONTEST 


12 Other Members of Boys 


Department Go on Hike to 
Lake 


John Ixmsdorf von the older boys 


free throw contest, one of a series 
of athletic events sponsored by the 
boys department of the T. M. C. A. 
over the holidays. The- finals were 
held Friday afternoon. First place 
In the younger boy class Trent to 
"William Cahail — 


Lonsdorf dropped 5S oat -of 75 toss- 
ei to win the older boys event with 
Bob Shannons- second wita 50, TTal- 
ter McCanna third 
witii. 45, Art . „ 
«„(*?• 


Loose with 34 and Carl Ebert with 21. j ^j^,^. 


found, were those of hyenas and from 
this it was deducted by some of the 
scientists that men and animals 
might all have li\ed in the same 
cave. 


COLDER WEATHER ON 


MENU FOR WEEKEND 


The mercury is due for another 


drop and skies •will be clear over 
the weekend, ths weatherman says. 
Winds are shift- 
ing in the north 
west, 
promisin: 


colder weather. 


Cloudy weathe; 


prevailed 
o v e 


most of the mi< 
dlewest Saturdaj 
and 
-=ome 
snowj 


was reported in 
the tipper lake re- 
gions. 
At 
6 


o'clock 
Saturday! 


morning the mercury registered 
degrees above zero, while at noon 
It registered 25 degrees. 


STAGE IS SET FOR 
k 


GREAT ANNUAL PLAY T 


BY CITY TAX PAYERS 


The stage is set, the actors 


know their lines, and Slonday 
morxinjj when the audience be- 
gins to file In the great drama 
''Paying Taxes'* will be enacted in 
the treasurer's office at city haiL 
The play will take a long time— 
perhaps until .March 1—and the 
actors Trill become •weary ot their 
lines and action long before the 
play is over, but if the audience 
cooperates the contiguous act- 
ing from 9 to 12 o'clock and from 
one to 4 o'clock every day for 
three months may not be so try- 
ing as it is wont to be. 
Full 


houses are expected during the 
first few weeks, and the triangu- 
lar guard rail in the treasurer's 
office, mere'y 
a 
dust-catching 


fixture for nice months out c* 
the year, will serve its annual 
purpose of separating the sheep 
from ihe scats—or the paid from 
the unpaid. 


Behind ihe treasurer's desks 


the tax receipts are piled higli^ 
the rubber stamps are 
inked, 


pencils sharpened—and the gap- 
ing safe opened wide, waiting for 
the windfall. 


HOFFMAN BETS CONTRACT 


TO BUILD HEW GAfliBE 


The Hodman 
Construction com- 


pany Friday afternoon was awarded 
the contract to build the new three- 
car garage which is to be erected a; 
the north side of the county jar Tea 
cost of the structure will be $1,552. 


The contract was let by tee couruy 


board building and grounds 
tee which was instructed 
by tas 


board to have :&e garage bnilt. Thw 
garage will house cars used by t£9 
sheriff's department. 


Seven bidders submitted estimates 


on the building 
and 
their prices 


ranged from the low bid of Hoffman 
to $3,4S6. Work on the garage, which. 
will be 22 feet wide aad 21 feet long, 
is to be started at once. The garage 
is to be constructed 
of concrete, 


steel and brick to match tae 
jail 


building. 


MOTORISTS WITHOUT 


LICENSES FACE JAIL 


^ladison —OP)— Motorists may be 
sentenced to as much as a. year In 


as mUch as S250 tor 


DEATHS 


PEKEB MILTJBB 


Perie ililler, 35, 
22T Walter-ave, 


died Saturday morning after a linger- 
ing illness. Survivors are the •widow 
and Sve children, Irene, Raymond, 
Gladys, Lloyd and 3Iarquerite Marie; 
father, Heary Sliller of Autigo; ens 
^ter, iliss Tma aimer. Antigo; two 


partment went on a. bike to Lake 
Winnebago Friday in search of birds' 
nests for the annual hobby show Jan. 
1. The boys were gone ail day. 


HAPPY HEARTS CLUB 


DISCUSSES PROGRAM 


The Happy Hearts 4-H clu'o met 


Friday afternoon 
at the home of 


Miss Dorothy Sluenster. route 4, Sey- 
mour Seven members were present. 
Miss ^Marion Sievert and Miss Sophia 
Ring were guests. A business meet- 
ing was held and discussion on what 
first and second year girls can make 


social hour followed 


ro-blvc., just of ilaaison-st. 


•Union, leaders rave recognized for 


several months that efforts were be- 
ing made by racketeers to "muscle 


ceraing Illicit liquor traffic in Color- 
ado. 
It dwe^t 
particularly on the 


manufacture of moonshine from beet j 
sugar. 


F. P. Do- Chamber of Commerce and Indus- j «flicil are located away 
was called try by Dr. Albrecht Sommer, whoj^ff landing field, has jreached 23 


GATHER INFORMATION 


ON STATE RESOURCES 


in"' and t ke control. The holdings 
of ChjCagc labor unions run Into 
the millions of dollars, police pointe-i 
oat; and this wealth has Iascir.a.ted i 
gangsters who of late have found' 
The cham-oer o* commerce will co- 


proft in their regular rackets | operate ^th ^j^ s. Giilett, secre- 


in 
re- 


ivities of 


i xviscorisin which Trill be published In 


of being injured. Dr. 
hearty, city physician 
and ordered the mart 
the hospital v. here X-ray pictures j logy, 
were taken to determine the extent! ponan. — 
— — 
— , 


of his injuries. Bresias sa-.d he has ! business staffs. Only, -he says, the | Presure, it is estimated, and airport 


j employer must not ask the impos-1 °'Mc:^ls »^\e at least 10 pc: 
, sible. He must not expect to be told 'trii1 °~ soi(S- 


L0_i« 
VI do 
U^Uit.14. 
*.*• » 
'-'.j 
Jj^i. 
— Jt^JJi &V,i. *. 
t_;u*iiJi.-i>—i 9 
*•»*•-• i 
„ 
- 


• to be taken to believes nevertheless that srapho- million cubic feet a day. Twenty per 
X-rav TOcturesilogv, righflv applied, can reader im-j"cen- o£ ^s ^-3I Da available for 
services in the selection oi! commercial purposes at the present 


a sister lii «ng at Oshkosh. 


charged b cbusmess firm after 15 
They joked about it when gas see- 
clean record, 
George Brasius, 24, La Crosse, Is years service 
caused the first well to be dril- 
su£- just because a graphologist reported 
in. St. Elizabeth hospital 
-srhich Christinas "goodies vrere 


Juneau-co. 
There is no penai^r section in thf 


statutes compelling the licensing of 
automobiles 
arid motor vehicles. 


Kuehl found. 


There Is, however, a blanket penal- 


ty section in the law which says: 


"Any person who shall be convict- 


ed of violating any statnte of this 
state" where punishment Is not cth- 
errrise perscnbed "shall be punished 
by imprisonment In the county 3ail 
for not more than one year or by a 
fine not to exceed ?250." lacking a 
penalty section the state might pos- 
sibly have lost part of the 512,000.000 
in license revenue during the coming 
year, Kuehl said. 


ilr. and Jlrs. Hugh Garvey 


Mr. and Mrs. E. ~. "Walsh left Friday 
for Browning, Tesas, for a few 
weeks. 


&y- morning at the home and at 


o'clock at St. Joseph church. 


MICHAEL J. O'COXN'OB 


The funeral of Michael J. O'Con- 


nor S32 E. Franklin-st, -n ho died Fn- 
cay morning, will bs held at 5 o'clock 
Monday monnng from St. 3Tary 
church. Barial v.Ili be la St. Mary 
cemeterv. 


Hoover Is Living Up To 


Title Of "Business Man 


3IRS. MARGARET SCHOLL 


The funeral of 
lurs, 
Margaret 


Scholl, who died Wednesday, was 
held at 9 o'clock Saturday morning 
from the home at Freedom, Tvith ser-~ 
vices at 91 SO at St. Nicholas church, 
Freedom, the Rev. A. W. VanDyke 
officiating. Burial was in the cliurca 
cemetery. Bearers were Paul Jensen, 
Little Chute, 
Joseph and James 


Scaoatsa, Kaukatma, 
John Tande- 


] berg, "Wesley Xewhouse and William 
I Schah, Freedom. 
Members of tie 


Christian Mothers society attended 
the funeral. 


Mr. and Mrs. ^Wiibam Melser ar.d 


family, Cliiitonvllle, spent "riday 
with Mr. and Mrs. Arthur Meizer. 


Miss Irene Melzer, Chicago, visited 


at the Arthur Melzer home Friday. 


CHAMBER GETS LETTER 
I up to jasi what amount a clerk may 
! be safetly trusted. A person's 


BY RODJiET BUTCHER 


-usscovery of so mary unexpected i 
Washington — President Hoover 


able to enjoy his Thanksgiving 
-»ells has caused gas production, 
*» f— -^ j « • » i * f f\ r*r%/tm< 
T"l fHl WT ' We C-ilLCUV 
1.1 U^vt-'U. -.1. i_f"i.^JUIi .0 ^^iJC*- 
— 
~ 
j '»\<CLO <%.W47 
<-v «-"J^ 
OF THANKS FROM BRiNjal character and special aptitude for assume the proportions of a b«si- TOrkey, after all. 


A letter thanking the chamber of 


commerce for cooperating —ith the 
management of the new Brins" Ap- 
ple*on theatre ia the Christmas open- 
ing Vias received Saturday morning 


airport's own ac- 
certain classes of work, can, fcowev- j n/-~s_ 
er be revealed. 
tlvUj - 
Dr. Sommer savs also that when j 
Deeper tests to ascertain possibil- 


the expert's verdict is very positives1!1;3 of even ^reate: 
ai:d cietaileo. it. cannot ba accepted jc^' 


I zhe annual directory of the Xatlor>al 
jAssociatioa ot Commercial Organiza- 


WILL MEET MONDAY!"!0? sec«te^- according to Ken- 


KfWANIS DIRECTORS 


by Kenneth Cd-bett, chamber secre- 
|tary. from JL, K. Brin, president of 
[the Brin Theatre corporation. 


j neth Corbett, chamber secretary 
f'^'ork is being supervised by 


The 
BIRTHS 


'! 


-Directors of the j^iwartis dub 
tae past year and recently elected !S. GiHett, president of the national 
directors "vsill meet Monday evening i association. 
£t a. place still to be selected. They: 
•nail plan for installation of new 01-' ' 
~~~ 


ficers of the club at the -next reg-. 
-\Veekly meeting Jan. S, and appoint] 
delegates to the annusl mid-winter j 
conference of upper Michigan anaj 
"Wisconsin district clubs at Milwau-: 
3cee Jan. 6 and 7. Xew district of- 
ficers will "oe installed at the Miiwau- 
Jces meeting and new district com- 
mittees announce. Xorton "Wdliams 
3\eeaah, 35 the district governor-elect 
Trho. will take office at the 
*nce. 


as trus-v.-ortb:-. Tne best grapholog-; 
| Ists are cautious. Ti'hilc testmiou ais . 
j and personal impressions of people I 
; are likely to i^e wsleaalng, they, 
I should r>3 taker; as factors, In coij- 
j junction -with the graphologist's re- j 


T yield are un- 


jonsitieration. Geologists believe i that might have wrecked any 
r gas would be found In sub- j president. 


It looks very much as if lie were 


going to succeed in giving a masterly 
demonstration of the art of turning 
defeat into victory, upsetting odes 


.y other 


presir 


moning to conference the leaders of j 
industry, agricuitar6 and labor to j 
charge them with a program for the ] 
spurring of business which will over- 
come the prospects of the slump to- 
ward -which so many were looking 
with apprehension. 


A 5160.000,000 tax cut is in "Im- 


mediate prospect- The Federal -Re- 
serve Board is undertaking to ease 


born Dec. 23 to i port, sri r-osiss character 


Mr. and Mrs. Anton Sticgle, route I, ] ability. 
Black Creek. 


American town named Kidgefisld. | j^ month ago, witii his special ses- 


j sion of Congress a failure, with the! pr 
j regular KepiibHcans of the Senate 
| prostrate before a coalition -which 
i took celigat in floating him 
ana 


I with, the 
pminoas echoes of 
the 
^ | stock market crasa ringing in his 


Mr. Hoov— 
* 


creai;. Governors and mayors have 


1.EGAL NOTICES 


STATE 
OF "WISCOXSIX. 
COURT FOR OUTAC 


In ice matter of the estate of ILou— 
is Pauts, deceased. In probate. 
Pursuant to tlie order ^ade is if.Is 
matter by ihe court" court for O"i- 
Couriy on the 2Stii day of 
r 1$23. 


Xotice is hereby give^ that s.~ s. 


TO 


AT LIONS 


Stimns Of Wheat 


Rust Are "Manufactured" 


Des Moines, Iowa ,— 0?) — Xew | The demonstrated possibility of the 


of destructive wheat rust, sudden development in nature of new 


] 29 CASES OF DISEASE 
I 
REPORTED IN COUNTYl 


35r. j. A. Holmes, pastor of 


j Methodist church, will speak 
o 


I Friendship at the Lions cinb dinner 
' at Conway hotel at 12:1 
" afternoon. Each member 
a friend to the meeting. 


provement 
assure promotio-i of a vast develop-j January i?30, at tae opening- of ths 


appOi 


:S3^RETAilDJViSION 


confer-j niaae at will la the laboratory, 


•'""'—-""-id today by American 


SCOUT DIRECTORS PLAN 


FOR ANNUAL MEETING 


!"reliminary plans for the annual 


Meeting of the board of directors of 
tlw?A-a^Iey council of boy scouts were 
discussed Friday afternoon at a din- 
»ier" meeting at,* Hotel Xorthern by 
t<«;nomir.atli!g committee. Matters 
ptrtalnlng to the annual election o£ 
officers also -were discussed. Another 
iqestfng will be held before the an- 
nual conference on Jan. 15. 


Big Kite at Valley 


Buu. C IT There. 


and 


Canadian "plant doctors" before the 
American Phytopathological society, 
meeting with the American Associa- 
tion for the advancement of Science. 


Margaret 
Xewton, 
Thorvaldur 


Johnson and A. X. Broun, patholo- 
gists in the Dominion Kust Heseaich 
laboratory, "Winnipeg, described the 
production of new rusts -which look 
like others but behave in very dis- 
tinct manners -when inoculated into 
various plants. 


Xectar was mixed from the pustule 


ot one strain of rust on a barberry 
leaf with that of another strain on 
another leaf. Many different forms, 
unlike the parents, resulted. 


ofths 
cisease, the 


pathologists sa:d, makes the eradica- 
tion of barberry all the more impera- 
tive since it is on the barberry alone 
that the crossing can occur In na- 
ture. 


Similar citations of die danger of 


new diseases -were brought by Dr. E. 
C. Staknian of the Minnesota Agri- 
cultural Experiment station end M. 
X. Levine and Tl. XT. Cotter, patholo- 
gists of the Cmteil States Depart- 
ment of Agriculture: 


A promise of "super corn" for agri- 


cuUuie \\.-is made before scientists 
meeting -with the American Society 
of Agronomy by Henry "U'allace, edi- 
tor of "Wallace's Farmer and Dr. H. 
K. Hayes o£ the University of Min- 
nesota. 


cases 
o; 


disease v.ere reported In 
co for tae week cr.dir.g- Sec. 23, ac- j 
cording to the weekly 
report re- • 


ceiveci by M;ss Marie Klein, county j Projects for 1930 will be adopted 1 
nurse, from tl-.e state health depart- and preliminary plans for meetings; 


PLAN 1930 PROJECTS 


ment. iXine of these cases, eight of 
chicken pox and one of measles, -were 
reported from Appleton. The village 


kind of a business slump -svould fol- 


j 
„ 
Vt, -VL«*> J J->u, Wiis 
co-operating wi'n various brancnea ', ite<i therct-0r, or- 
of govemiaeat to whcop tip busi- | red, and 


Then suddenly Mr. Hoover grab- 


sd this charging bull by ths horns 


will be ciscnsseQ at a. meeting of the | sn,i began to promise beefsteak din- 
retail division of the chamber of j ners for all. 
commerce at 9.30 Monday raorn<ii%, 
reaped into 
,, ~. 
, 
< 
iie i^il eKi* 
iii»-x> il«x 
i combined Locks reported 12 cases j according to Harry Sylvester 
>\s-j ..^jp =n a-mar.rier so sr 


f tneas'es and one case of whooping! sion chairniai'!. Eepcrts will b.- read, i T-T^p-iiship -bp^ re " 


national leader- 
snectacular and 


e lore\er bar- 


ness. 
| 
Xotice Is hereby also siven tl:at 
» 
a 
* 
j at a regular term of said cosrt to 
_ _. . ' °e held at the court house aforesa:-i 


r nice tins vast etfort has j on the first Tuesday, being: the 6th 
tried before. Assuming the day of May-1230. at the openi 
ever been 
funcame: 
tional 


tha 


Assuming 


soundness 


structure, 
can fail to make a 


opening of 
of tli* na- i t}5e court on that day, or as soon 


• nn O-.P 5-0-1- i tbe'-eatt^r as the sanis can be, will 
, no one .m 
be r.eard, examined and adj-jstefi sM 
claims against sa.d 


cough. Other diseases wera reported 
as follows: town of Buchanan, one! 
scarlet fever; town of Grand Chute, 
three scarlet fever: ICew London, one 
measles and one tuberculosis; town 
of Oneida, one cose of chickea ~.o~. 


STOLEN CARS 


Two cars wero stolen from Osh- 


le 


SOCTDE ATTEMPT FAILS 


e — iff 
1) — A dsfecuve bul- 


all that stood between Rich- 


ard Schmidt, 33, ant; death today. 
Following a quarrel with his "Vtife, 
who threatened to leave him, Schmidt 
pointed a gun to his head early to- 
ciay and firecl. The lead v.-as loose 


adju 
deceased thea 


kosh and Menasha Friday night, ac- j in the cartridge ard a« a result was 
couiins to reiwrts received at the'not protected with the customary 
local police department. A Chrysler' force. 
The load infl;cte« a wound 


»>ednn, si-ecn in color, \\r>s taken at' orjy .^jn Jeep. 
Alcnasba. 
D-163C56. 


It had thc> license nximfcer, 
At Oshkosh 
pn Esses 


Nls,WSi»APIiR 
IV 


coach, brpwn In color with an orang 
stripe, was taken. It hail the 
cense number, C-210702. 


Hiss Louise Hopfeasperscr, Chica-1 


go, i-5 spending the liohdnys 
-with | 


® 


i,^ 
ly'-'t 


li- her 


IHo; 


Prosperity, in the famous vv-ords of 


soniebody else, absorbs all criticism, 
-.lost- of the more important indus- 
tries and most of the voters are not 
interested in the fate of the tariff 
bill. If Hoover can retain the sup- 
port of big business and little busi- 
ness and the confidence of the peo- 
p7e h.s lack of a Senate majority 
need be no more than a minor ir- 
ritant. 


The big "news has been, not that 


r pcrtrts, Mr. and Mrs. Josei-h j tho Hoover special session flopped 


Hopfenspergcr, 51S E. Lincoln-it, 
i but that the president has been sum- 


be the preservation of a prepon- 


derant attitude ot optimism rather 
than one of general pessimism. 


Ex-ei If some minor depression 


develops.'Alr.^ Hoover seems bound 
to get credit for saving the situation. 
He has been doing everything that 
could be done and the 
unanimous 


support he has 1 ad from ths coun- 
try and its principal busii>css ele- 
ments mako 3t virtually impossible ' 
for him to gain anything but in- 
creased 
prestige 
and 
popular 


strength. 


for nec- 
expenses 
deceased 


. ing- a preference 
unqer the laws of the United States, 
•which EhaJl have been reoresented 
to said court "Within sixty days froin 
the date of said 
order, vrsll 
oe 
heard, cs-am.ned and adjusted a^ a. 
resrular term of said court to be 
held at the court house aforesaid, on 
the first Tuesday being the 4th <5av 
of Marcft 1S30, on The opening of tho - 
court on that day or as soon there- 
court on ihut day or as «oon there- 
after as tlio same can be hoard. 
I>a'.ed December iS, 1929. 


By order of the Court. 


FIXED V. IIETXEMAKX. 


Courty Judge. 
BRADFORD & BRADFORD. 
Attornejs for the Estate. 


SPAPJtRl 
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APPLETON POST-CRESCENT 
Page Fire 


Latest News And Views Of The Automobile W 


THRE NEW MODELS ! PARTS ORDER SHOW 
j 


PRODUCED BY NASH 
LONG LIFE OF DODGE 


Newcomers Make UP t!ieiCorP«ration Is Proud 
ofj 


M o t o r Car Company's' World-wide Service Or-i 
"400" 
Series for 1930 | Sanitation 
, 
| 


i 
', 
XXepeedaKe- operation of Bodge! 


fc- Keooeb*—Three new and fiistln- J Brothers cars after 12 years and ] 


guished motor car 
models—finer, • n10^ °* service is refiected. by the 


more luxurious s^d handsomer than'' ae-vl^\ <>- *'-* company's service 
£ny sim22r types proceed in the-le^^'nar^^isiJlo'S^eS" 
past by the famous Xash ouality | Ts-^ally, the parts are ordered for an 
and precision nzanufacturing plants— 5 engine still driving 
a 
car—some- ] 


make their initial bow TO -American, 
mctcrists this month, and take their5 
pJaces 2™ the briilianr ensemble of 
ears tha- zr»oke up the 3«ash Motors, 
Comnanv's *"409" Se~es fo- ~"*2<* 
" 
- - 
- 
* 
~ 
•* 
to*~es a*-ft 
cr v™r*"*' 
•^•"}«*"->r»*fi»-" 
The interesting newcomers, p'aeed 
»-^--» 
t—s=—c.or.. 


in production foliowiag- the fiood; of 
orders and consequent heavy de- 
mauds mace on Xash production 
lines that: earne wlia announcement 
o- the new Xasb series in October, \ 
are led by a. new ivpa Sve-passen- •,~ 
ger Twin-Ignition 
Hi; 


which proniises to be o: 
popular town models of the straigh-- i - 
-,-, - 
eight group. The other two sew cars> ever>\P°cse «"v regardless of age 
now in production are the flashing ?<*?*;- J; M tD:s ?"» cf .Ee^«e,} 
Sssle Sis Roadster and -.he ua.}»««««.«»' the inanuiactuters repu-| 
usually attractive Single Sis I^n-^"0" T°r <fepe=caDUi:y tnat insures) 
daulet—both cars o? ororur-inced i sa!f.I:e? ,ow?ers of motor csrs-" 
! 
cl'-arra and Sndividuahiy. " 
- 
OineiaLs 1-1 cnarge of 
the 
eight- j 


ThenewTwis-IgnizioaBIgl-V=c-^ory servsc« Pa-'-S P^an- *Z Dodge. 


j TESTING DODGE ENGINES 


e po-.ver piinz has been re- 


-~o~ a "^sa"^ona^v *>n<*'ie> 
TV^~ • 
"" 
~ — 
-*— 
I 


per- 


; fonnance. 
• 
"Dodge Brothers corporation ';^g 


" always been protifi of its world-trice 
^ dealer and service organization," i 
^-1 said C. V. ilatbeson, general sales f 


y part has a number so- 


backed. AiEhough the wide auslharv I ser-se- Sedge Brothers 
guarantee 


teat foJds over compactSy to a!!o\v- • *)arls service for ten years bach, 
easy access to the car's interior, it i c~r7 manJ" repiiceicents can stil! be 
;s an exact counterpart of the driv-: =>uPP!ied on the first Dodge niodels- 
cr's sca.t and returns to its posit-onl The ciJiaracteristjc 
rugsedness 
of 


•lush tvith the latter, ;ormins~a deeo, • ^o^se cars has made this long- serv- i 
standard front compartment of un- |ice necessary. 3Iore than 
25.000 ' 


matched comfort and utility. 
j s^Pa^te parts are kept in stock, and 


Finished 
in 
ebony and" ivorv.: to ^^e s'-re of complete service, 


trunmed In rich mohair and provid- j th.e ser% -ce Parts plan; maintains a 
ed -n-Ith a roomy rear dec-c compart-} "^^^ture factory v.here odd parts! 
inent, the n°x\- Victoria adds & dls- \ are not on i!and can be machined or j 
ursct note of passenger convenience: buii:- Even cushions that match the 1 
io the many exclusive mechanical i "Pbolstery of years ago can be sup-1 
and 
performance 
features 
Tvhieh' P~e<3- Karely does an 
order balk j 


ir-ark all models o* the great nevr jthjs small factory 
specializing In i 


Tw;a-Ign5t!on Eight group. In it the: P^'ts long- out of production. 


body desIgn-smlrtn^s'Shoure0^-! A IITf!MOTIVE CYDCDT 
travaganc-?. Scriking Individuality, 'MUlUITlUIlll. CAlLlI I 
dignity and 
simplicity of 
style.— { 


HUDSON ASSEMBLY 


NOW SYNCHRONIZED 


Provides Color Variety and 


Custom 
Standards for; 


Future Output 
j 


To give the individual car cistine-1 
tiori jacreasirg'y demar.i^ by rucior- * 


Going Down! 


the tame t-iue retain the 


st advantages of mass 


'. teuiobiie isduttrv and r.c-.\ t 
* I Ivxlson-Essex ergineers. ticc 


tor Oar Cemp—jy. 
CV:;".:::'_ed 


'orient ot rr.a^s pro-::- 


Mo- 


- v- c-ir^. 


every ctxr m.irufuciare^ :« vons:j.n;- 
' !y more cx-;c::nc s»»eci"-c .;.o:is 
L>:<J 


down by eiisinivrs, to Ssis-jri? i»c::occ 


• f.l of <?\ery v.orUmg r-1"- an! con- 
• i-tKiueni tniooihncss v. 
c;*crx&ttoi\ 


i economy and !or.g life. 


it^rn-o\er o' i::\e:uory ;.: C other, 
I economies, is responsible :"t r the !o-.v' 
'"average cos-t of the motor car :oCay. 


3 utade poss.Ke the 
iiMn'-if-i-vsre 01 I 


I parts within suck close hr.i:t> 
of, 


measurement 
that each ir.d:\ :\5ual; 


s>art is made exactly like ov<?»y oth- •' 
er. The nature! result has bet:; th.it! 
every car, turned out ur.-ier con^iaiit 
conditions, has been 
exacts:-' 
U--^e 


every other car of :ts type. n-aJe l.v ; 
the same comjvirv. Parts ar-- itr.ot- 
jly iiu-jivhangeabie and until 
\-n 


j recently this jsitcrchanseabi!:*;" ex-' 
] tended to color and uj»holstorj . " "..••• 
j fenders and the cushions of 
o:.e 


j manufacturer's coach uou!J !-t o-.«.r\ . 
! other coach made- by the company. ::: 
, every regard including color. 
In 


| other Tiords, there •nas notJ.:n^ ;;i, 
ial! to mark on? buyer's car as ivi-re-' 
,'?enting h,s muivldual tsstc. 
It ws- 


j precisely !»ke his neighbor's 


Dame Fashion, attetaptinj; to extend milzJv's skirt line, is cncocntering resistance from both 9tx.es. Bat 


erea if our fair ones fall for the Parisian propaganda, they'll be better off than the girls in the g*Y nineties 
when an automobile was 2-. difficult tc board as the side door of a freight car. Kav Francis Paramount film star, 
U shown demonstrating that, despite her draperies, the low chassis of a modem car like the Oakland AII-_, 
American Six presents no serious obstacle. 


REDPATH ARTISTS 


USE CHEVROLETS 


Forty Members of De Luxe 


Circuit Travel from Florida 
to Wisconsin 


' 
Kor t!"f f^rst t;n-.!; sr. !•-> 1C j^Arj. 


existence li^dpath Ch.Mf iii-ju-x ti'.s; 


t:m . :-o:u- «.-jjip!ojcd p.i*-s«»iiS'r 
t.-r.s 
to j 
| had come off the ^amc assembly hue. s tr;t:-,'=j)L'rt tli« inemb-rs of it= Lrol.uxc) 
! Piibsic demand lias taade inipoit- circtit. Buses and trssp« liav l>ce:>' 
:ant changes necessarj". Today's car'is^d in tho pas:, but the v.'~-r.i£'jrl' 
: must meet the individual's desire i that the pa^rengcr car alone .sffordt' 


PRAISESMEW TIRES 
ers' Geared-to-the-road 


Are Best Tire Investment, 
He Says 


the essentials o* comfort; 


-or driver and passengers. The! 
frame is exceptionally wide to pro-| 
•v ide ample seat width, so that every I 
one may ride in relaxed uncrowded | 
enjoyment. 
Estra length, cue toj 


longer wheelbass, is another comfort | 
factor. 
i 


in the two new Sir.gie Sis models! Few men in this country have had 1 Officials 
Temi 
ExHaUSt 
riSS^r-T^ ^SSS^S^S^ SSrS S?- i eases a Menace to Safe- 


Before engines of Dodge Brothers cars are placed in the chassis, each 
is subjected to a testin the dynamometer test room. Here the engines 
ars run on blocks where their performance is checked bv accurate 
meastzrements on electrical meters. Only those meeting slTstandarda 
ar= accepted. 


VIKING ELIMINATES 
i AVOID ACCIDENTS 


SMOKE AND FUMES; BY HAVING LIGHTS 


PROPEBLY TESTED 


for distinction. This demand 
has. accounted for !t^ ultimate s-Iccf-on. 
i 


been met by the development of the! 
Tlf 
cars were Ciievro'.st i-'X-v>'-! 


wide range of colors now available I-nd^r M»cans and tho ta^K to v. h-oli 
in paint jobs, with bod%- colors, strip-. they i\-ro 
placed in 
traii'-portinK , 


ing and wheels So harmonize i'i tint j "bag and bas^anc ' the -5t> mfn:ib^r> • 
and in the color and the material, of the company i\as indeed a fornsUi- 
of upholsterj" fabric. Originally, in-1 able one. The itinerary of the srot'.p i 
| dividual taste coxild be satisfied only trailed ja^cedly 
from 
1'lond.i. to 


I by the buyers or high-priced cars. | northern "Wisconsin. 
j 


who ivere wii'ing not only to spend! 
Unless one has t;ave!ed v.ith 
n , 


large sums of money to get a dis- j Ch-itauqua troupe it -.3 nlmo-c im-' 
tinctive car bat to wait for weeks, if! possible to rcal:~c the rigours en- 
necessary, to have the car slowly ! tailed by travel of this tort. In the 
colored and upholstered to their or 'first place, the troupers are hi the! 
| .strictest sense not really troupers, at 
'all. They arc pT^on-. \O-'> l^caxi:-' 
j of an outstanding 
roputntion 
,u" 


drafted to traverse tho smaller <-it!"s. 


The nboic cut shows the herringbone ue.'.rs in the new Keo Flying 


cloud silent second transmission. 


as oag^age cars. All of 


REO SPEED WAGONS 


then hopping on to the next sl-.o-v- ,s.I-,o ;•• 
msr place. Tho 1" Chevrolets nc-tr^he iugsase is 
hauled in 
trunks 


f.u-cil to get thesr «.'vrcup.ints to their placed .a racks :n the rear. 
The 


e. 
' huge tont weighing nearly a ton is 


| 
j I>y Chevrolet this -> f-a.r ov-r th-' 


i Autos Take Place of Hun-i'f*e ?rcult v-''^ - 
Mrs- ^"c" 
!" 7 


\ 
ICo«s. Torrsier sovinor ot A\ •.mi 


I many esper.encmg the life of the d^fnation at the appointed 


tne fiiSi. time. 
IVclpaUi is perhaps the be^t kno\\:: ' the on'y piece of equipment not car- 


-\mons tho cckbritirs. who tr.«rfo<: r-il:u!taUlIU,!. m Uic lountrj. Abv.u, r^d by the CJ»vpoIets. This goes by 


being started in this 


automobile and who intend to stay son~at~ purchases" oveT to yiUle^Frll' conntty ^sSnst blinding clouds ot 
yoatiuul as long as they use motor 
Realizing that 3. sincere ^tatemen^" smoke ac<i 'umes from automobile 
cars. On a wheelbase of I14~. inches: 
- « = - < = w^.vciuC4-^ 


powered with the famous Xash hi: 
compression, high turbulence, seven-: 
bearing motor, and replete with such ! 


dreds of Bulu Carriers and i Anne 
rm t 
r» it 
T-. 
newspaper 
Make Better Pronress 


i State Passes Laws Which 
! 
Demand Motorists to Have 


| 
LampS AdjUSted 
j Even the great equatorial jungles 
jare waging a lost battle against the 


Safe driving demands properly ad-!terrific onslaughts of progress. %ac- 


nd Capta:n 


Rook, former British Army nco ;ir.ci , 
holder of the v. orlcl'3 record for thej m-iits. I-ater. untii this year, lar^re 
longest solo flight, a trip from Lon-1 buses ha\c be"ii uj,ed v.Ith an oeca- 


:.vc yen-s ago i; gavo up a!inoi-t :il- tmi-. 
to-.'ther the cii--!otii o* travlirg by 
Ti>- a^^ra^« jurrp between show 


'- 
A *" i points is, lii') :ni:es. There are after- 


noon a:.d c-. ^n.r,:: performances. A. 
Jepartur& shortly before noon allows 


«.iic-h trains 


sumctiinc^ in 


^ »t euiiv h 


l in j.uied 
nursed 
c 


don to India, a distance of 7000 miles ' si'ina! 
car here ami 


ample chance for rest. 


The Chevrolet is sold and serviced 


AH summer the Kedpath troapTs' 
Not only do the Redpath Chevro- in 
Appletna 
by the 
Satterstrom 


ox xus experience with the new Mil- exhausts, pohce officials 
terming 3usted headlights> ^ ^hen night! cording to TV/n. "Wheeler and Rob- miie'tF^r'on^Tu^T'TtonS;" am'i lets'Yra'n^oiV" uic' trou"p«7but U, > , Cnevro'W Co . cU ^VeSt Co!!ege-ave. 


be j them a menace to safety and health. accidenrs occur the blanie M invari. ert M. Ku«sell. two ministers repre-J 
| 
a courtesy to the manufacturer, he 
wrote "L. C. Hockhill. 
f P«ventatire all motorists are | ab:>. 
scnting the Board of Foreign Mis- 
on tne driver v. hose!=; 
general sales 


! mg at night, 3 our car illuminated 
and drilled rods, genuine leather up- !'«"•?' =" ^ ^"^ 
advertising. 


holsrerv, folding winashie'd and ILkei^^163 a ~eigrht ^a ** ^P^essive- 
advantages, is an outstanding leader lneSS-beCause of the ^:de experience 


\ccording 


report, twenty-five hundred miles of 


;Mr. Hawkins has had in automobile 
i lines. 
For 
Hawkins 
undeniably 
in its price class. 


The new Single Sis Landaulet is!"116?' 


eouaiiy a pace maker in the Xash j""m'%"1's 
pursuit of Sner motoring eSicienc-v-, 
'"Local motorists are 


and motoring luxury at moderate | their own cars that 
cost. Big, roomy, impressive and d:s-', to-the-Roads are the best 
tingmsbed, it affords fine car t>er-imeEt they can 
make,' 


loncance and Sne car Snish in. ev- j Scheurie, distributor 


taken action against all moto'r ve-' der-3>" involved in a. collision w ith 
hides "svhich thro-sv- off 
excessive j on-coming machine. 
The driver of If 


exhaust clouds. The traffic there is j t5le other car may successfully en- 
jso congested that police report the j Ter the complaint that he was bhnd- 


y the government in Cameroun. the 
French Mandate in "West Africa, dur- 


g the past two years. In facilita- 


ting the means of travel and convey- 


says Mr. started a drive 


pol 


eliminate 


i-Cj 


this i 
To avoid the occurrence of thes»! nlent oi the countr>'- About a vear 


state 
laws! as°' the P1"0^655""6 governor of the 


reaches 


and i 


another i 


ion -r'.uto lleadiight T<stin~ 
be one of the most popular atitotao- | definitely like this, 
bile events of the season, -frill con- i Geared-to-the-Road titire is guaranteed!^5 & camr-aigm aga^.st this «. 
tinue, according to omcials of the i to outwear anv othe- tire of ecual > 
•—^ 


INasli sales departnient. 
Prices." 
S 
volumes of 


Grinds Pistons to Exact Weight 


clouds by an automobile is not only ^2St four years. 


_ e on ~\\~. Coliege-a-. e. Tiie sta-' 


exhaust t=on -as keen in operat.on for tns' nl!';s'.t 


' — _ -*. 
j* 
TPflMI 


belonging to the Mission, ac-' 


distances ijet'.veen branrh ; 


-=; in a fexv hours that once \ 


t required cays and weeks by the 


se'I to g.\e jou the rc.qu.rei 


FtntfhedpiAons for thenew Viking Eight are weighed on the scale shown 


TO! 
u y m^-sf be Wlthm * 37"nd of an ounce of correct weight tc 
pass. When above this amount they are placed on the drill press «trigh| i 
•- - 
- 


and ground to weight. The micrometer, attached to the upper 5eft on the i"s" are so-d owl «=or\,Ver] in 


prope.ly adjusted acd in gsod run- inZ ctrds to each 
car 
v.hich is 


nin=—something which every auto- *.>rox.ght to the garage. The new Jaw 
mobile owner shou:d do for his own ' on headlights 5? on the reverse s.d-i 
protection. 
or this ticket, which states verv pla:n- 


".e/very time an autoaiobi'e ernits 
Ji" that lights on your car must com- 


j a cloud of exha-jst-^orne cf the ov-n- P'y wit'.i tne five-point test. To meet 
j er's money :s going up in smoke. ' th.s requirement it is necessary that 
j and, in addition, his engine is liable ' the lights be thrown on the test 
jto injury. Dense cjotids of exhaust ' board to cetermir.e v.hether vot:r 
jare chiefiy composed cf cyl.nder oil ' lights glare, or are r.ot br.ght er.ojgh 
jand gasoline which has 
pasyea a~d v. .iet;:er they ars r/rop^riv '^ 


tfcrorgh the engine —«-ho-jt g:vir.g 
us efficiency to nio'-e tiie car. 
: 
"Usually this cor.ditlon i? ca-se-7 


. by 3. poor rnecnar.icaJ concltion cf 
) the engine, improper carb-jretion or 
| careless and excessive vse of tl.e 
j choke. 
A'.l result IT: r<-or f-sr per- 


i fonnance tnd are liable to cause -un- 
j otie wear on ths cngir.c. 
1 "In designing 
tl e 
r.ew TlVrg 


| Eight tn-jch of tiie ros?:"-Oty of th.s 
jCondiTior. ariang his beer. ci.r.-.:nat- 
jed. 
This has ^eers accomplished by 


iTneaas of down draft carVjrctlor;, a 
j taanifoldlr.g system v,h:c:->. pr>:.eats 
jthe gas mixture ana brings »a:h in- 
>ta.ke port exactly tr,s sam; d-.sta^ce 
[froni the carbaretor, a fall pressure 
llubricating 
system, a. 
crankcase 


; ventilating- system and 
a. tr.ermo- 


! static reat cor.trol 
v>hirh 
qu;c-:"v 


j brings the engine to p-oper cnc-rat-, 
ing- temperature e\ en in t>.e coldest' 
weather. 


"Most of the car= in op ration to- 


day, howev. r, 2.a\ c- not ail of the ' 
latest automotive improvemtr.ts and1 
jare more liable 
to cm.t offensive' 


,exhaust smoke and ga<=sc=. part-i-u-i 
jiaj-ly if they nre r.ot gr.cn proper i 


;atter,tion by their ov n 
It 
5= ' 


, these car- that are l.ke!-.- to come 
'under th s new Ian of ths metro-' 
j politan pohce." 


The Oldsmobilc "G * and the Viklr™ 


indispensable. 


I 
At Yaounde-, tlic capital o' Cam- | 


rroun, :s located the ".Mission Protes- j 
tante Amer.cain^." a mifsionary | 
^chool v.-it'i a remarkable record co\-1 
enng years of activity—the work of t 
tl.e Presbyterian 
church 
;n that 


colony. Scattered through the Man- 
date are branci.es of this Arnencan 
mission which penetrate ir.to 
the 


reiro-e 
regicrs 
of 
canr.sbai.stic 


area t~-l toucn tiie elusive lr;I^3 of 


REPRESENTATIVE AUTOMOBILE 


AND ACCESSORY CONCERNS 


HUDSON AND 


ESSEX 


Appleton Hudson Co. 
Phone 3538 215 E. Washington St. 


SAHERSTROM CHEVROLET CO- 
511 %V. CoUegc-Avt 
I'hone 869 


CHEVROLET 


Prove It By Demonstration 


AUG. 
BRANDT CO, 


LINCOLN — FORD 


FORDSON 


Guaranteed Used Fords 


3OO-306 W. Col. Ave. Phoae 3000 


Central Motor Car Co. 


BUICK 


"When Better Automobiles are Built, 


Buick Will Build Them" 


Prices a'so 5-o-.err.ed "^— ~a—. Tests 
"* "~~^~' 


or; the pr.ctorr.eter are £5 cer.ts: fo- 
Bj—r- a I2-'. »r« t-p in Orc^ 


cusijng c-f ..sr.t? is vi c«-r.t.=, ar.o for Grar.t Fronaar., cour.'y 2SE«.-.-.or 
clcar.Ing of Tenses era !2.rcps. 53 cents A'.:^.ry. Ore. ore-, e " .- Pontiac 


lamps co^ts -?:.53 per ho-r. 
only or.c q'-.-irt of o:;. 


Stage Star Buick Owner 22 Years 


WOLTER MOTOR COMPANY 


Dodge Brothers Motor Cars 


Dodge Brothers Trucks 


118-124 No. Appleton Phone 1543 


MILLER TIRES 


"GEARED-TO-THE-ROAD" 
Appleton Tire Shop 


TIRES SINCE 1908 


218 E. College Ave. 
Phone 1788 


O. R. KLOEHN7 INC 
PONTIAC and OAKLAND 


$745 to $1045 


G. M. C. TRUCKS 


Phone 453 


414-416 W, College Ave. 


WINBERG MOTORS, Inc. 
REO 


Sales and 


Service 


Cloud—-The Master — The Mate" 


Speed Wagons 


210 N. Morrison St. 
Tel, 871 


. 
, 
ana pres* as incwn by the arrow, registers the exact amount of 
, . _ .. 
_ 
being removed.. 


SPAPFRf 


^1 jtcn by the Ccrry Motor Cir Co , lu 


icated at .74^ .West C 


Mary Eoland, star of "Women Go On Fortvcr," is a recent purchaser 
' 


of a J930 Buick Sport Coupe, "Our family has oismcd and loved Buicks 
for 22 years," Miss Boland says, "and, in my opinion, the 1930 models, ' 


. i for beauty, comfort and performance, surpass Buick offcrinss of previous I 
* ???£h' 
I 


HILLIGAN 
N A S H 


COMPANY 


527-529 W. College Ave. 


Phone 193 


Nash Leads lhe World in Motor Car Value 


OLDSMOBILE "6" 


— AND — 


VIKING "8" 


Sold and Serviced By The 


BERRY MOTOR CAR CO. 
742 West College Ave. 
Phon*; 636 
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SUBSCRIPTION RATES 


APPLBTUJ* POST-CRESCENT is de- 


Bt«nd by carrier to city »twl suburban sub- 
^•^^i. for fifteen cent* m week, or $7.50 * rear 
1m advance. 
By mail, one month G5c. three 


••oaths $1-50. *U month* $££0. one rear $4.f» 


MEMBERS OF THE ASSOCIATED PKES6, 
The A. P te excluatvelj- entitled to the u»e of j 


republicalion ot mil news credited to it or not I 
otherwise credited In this paper and also the i 
local news published herein 
FOREIGN 
ADVERTISINGREPftESEXTA 


TIVES—SMALL. SPEXCER 4 LEVINGS. IXC. 


rork. 247 Park Ave. Boston 80 Boylatoa St 


Chicago. 6 N Michigan Avs. 


by the Nationalist forces under Chiang; 
Kai Shekl 


Incidentally the Kellogg- peace pact 


emerges v.-ith fresh prestige. Moscow, 
even while bristling with indignation 
against the powers that ventured to re- 
mind her of her obligations under that 
pact, was moved to live up to them. 
Both sides shrank, at the last moment, 
from what seemed to be blazing into a 
-war, and they did so largely because 
they feared the reproach of treaty- 
breaking. 
Moral sanction becomes 


steadily more powerful as a force for 
international peace. 


CfrcuSation Guaranteed 


Audit Bureau of Circulation 


THAT SPECIAL ELECTION 


-One of the strangest and most In- 


comprehensible actions the 
common 


council has taken in its opposition to 
the manager form of government was 
the special election or referendum it or- j 
dered for next April. This election was j 
ordered over the protest of city man- 
ager advocates that an election called 
by the council on its own initiative 
could not have any binding effect and 
that its only result would be to con- i 
fuse the minds of the people. 


A MAN WORTH KNOWING 
Somewhere, far up in the white si- 


lence beyond the Arctic Circle, Carl 
Ben Eielson is missing. A famous and 
daring1 aviator, this young1 man disap- 


| peared in his plaae on Xov. 9 and has 


} not been seen since. Searching parties 


] have been irnable to find him. 
! 
In a small town in Xorth Dakota 


lives his father, Ole Eielson; and Ole 
Eielson. h seems, is just the sort of 
father that a chap like Ben Eielson 
ought to have. He clings to a slim hope- 


\ that his son is still alive, and he plans 


to go north and search for him himself. 


i But,if it develops that his son is dead, 


lie is not going: to let the tragedy em- 


Seen And Heard 


In New York 


THE POOR FISH! 


Bl" RICHARD 3IASSOCK 


New York—"When, 
if ever, Paul 


Georse Gershwin are forgotten, the archives j 


of the Xev.- York Public library v.;ill still preserve j 
the work of Ferdie Grofe. 
; 


For it was he who made Gershwin's "Rhap-j 


sody in Blue"' and 
the 
"\Vhitesasa orchestra j 


sound the way they do. 
j 


Grofe 
C pronounced Gro-fay> v.-as Paul "White- i 


man's first pianist and aithousET he no longer 
plays in the masters band he stil! arranges jazz 
scores, havinjj recently been «ap!o>eii in Holly- 
wood on the music of the Y.Tsiteraan film, "The 
Kins of Jazz."' 
| 


PREMIER OF JAZZ 
| 


If "Whiieman is the king of jazz, Grofe is hisj 


prime minister. 
j 


As shy and modest as he is short and stocky, i 


he was bom some 40 years ago ia San Francisco. | 
Eis father was 'cellist in the San Francisco synv; 


j bitter him, nor is he going to do any 


The council cannot have the defense j declaiming about the "useless waste" 


of Arctic flying. "I think young men 
should get out and see the world," he 
says. "That's what my boys have done, 


that by ordering the election in April 
it was granting a petition, because 
there v.-as no petition before it. 
It is 


true that petitions were filed with the 
city- clerk, but that official refused to 
certify them and they never were of- 
ficially before the council. Inasmuch as 
the council had no petition before it. it 


" could not grant any petition. 


The law plainly states, and the coun- 


cil was so advised by the city attorney 
and by a representative of the 
City 


Manager Campaign committee, that, an 
election called by the council on its 


• own initiative is merely a referendum 


to ascertain the sentiment of the people 


" and the council is in no manner bound 


by its result. Even if every person in 
Appleton voted 
for adoption 
of 


the 
manager form • of government 


' in an 'election called by the coun- 
. til "without petition, there 
would 


be no compulsion upon the coun- 
.cil to adopt 
the manager form. 


And if the council did decide to adopt 


:" manager government-it could raodify 


the plan any "way it wished, regardless 
of the sentiment expressed in the ref- 
erendum. 


On the other hand an election called 


for by petition is mandatory in its re- 
sult and the council, regardless of its 
own sentiment, is compelled to abide 


•• by the verdict of the people. 


Appleton has had one or two experi- 


• ences with Referenda of the type 
or- 


dered by the council that illustrate 
their ineffectiveness, just a few years 
ago when the matter of purchasing 
Pierce--park was submitted to the 


. people in a referendum the people over- 


whelmingly voted against the purchase, 
yet a few months later the council dis- 
regarded the sentiment expressed in the 
election and acquired the property. The 
council was acting within its rights 
•when it made the purchase, thus prov- 
ing that an election of this nature is at 
best only a gesture or a ceremoi^-. 


The action of the council in ordering 


-. .the referendum on the city manager 


plan in Appleton, in view of the 
knowledge that it possessed of its in- 
effectiveness, cannot be construed in 
any other way than as an effort to dis- 
comfit -city manager advocates and to 
embarrass the movement for a change 
in government. It must be regarded bv 
the people "as a maneuver to confuse 
them and to forestall or if possible, pre- 
vent, a real expression from the voters. 


But the people, when they are in- 


formed of the facts, will not permit 
themselves to be misled by this subter- 
fuge. The}- -will demand that the coun- 
cil give them the kind or an election 
they are entitled to, an election that 
not only will secure an honest expres- 
sion from the people, but one that will 
compel the council to abide by its re- 


phony orchestra. Music v.-as young- Grofe's mis-! 
tress from early youth. 
- 
j 


This cerhaos -accounts for a mixture of the; 


classicist aud the jazz-deviser in the niaa who: 
not only has arranged every piece that \Vhite- 


EURASIAN PEACE 


The former status of the Chinese 


,.Eastern railway has been restored. The 
Soviet union and the Manchurian o-ov- 
C> 
ernment have signed a protocol. Pris- 


. oners are to be released. Guards are to 
- be disarmed. Full diplomatic relations, 


- it is expected, will be restored when 


the Chinese republic and Soviet Russia 


*» hold 2. conference in Moscow on Jan. 
. 25th, to settle all pending questions. 


So peace" descends upon the warlike 


- frontier of China-and Russia. The situ- 
- ation is made all the more reassuring 
; because of the victories won recently 


\ and I'm proud of them. I believe Ben 


has contributed to aviatipn with his 
work in the Arctic and the Antarctic, 
and if he must be sacrificed I am a 
proud and grieved father." 


We have a feeling that this Ole Eiel- 


son is a man worth knowing. He seems 
to have a bit of knowledge that most of 
us, somehow, fail to get. He has real- 
ized the truth that it is richness of ex- 
perience in life that counts, and not 
mere length of days. He would prefer, 
of course, for his son to have both: but 


- if he cannot, this father can see that he 
has had the better of the two alterna- 
tives. He has had a wide, full, useful 
life; and that is more than many men 
who "live to the age of 80 ever get. ,-If 
he meets his death in the pursuit of 
this kind of life, he has made a good 
bargain. 


There is a lesson there that all of us 


could stud}- with profit. Xot, of course, •" 
that we must all-become aviators and 
go flying off to the North Cape, or the 
Bay of Whales, but there are more 
kinds of adventure than one. The avi- 
ator is not the only man who finds that 
real contentment comes only through 
being restless and discontented. 
For 


what, after all. does all of it come down 
to but the old, old truth?—he that 
saveth his life shall lose it. The prizes 
of this world are not to be won by play- 
ing safe and conforming. 
There is an 


inner, spiritual adventuring, as well as 
the outer, physical kind. It makes the 
same kinds of demands, and it brings 
the same kinds of rewards. Death and 
defeat are not the worst things that can 
happen to a man. 


man's orchestra has played, but also lias 
posed a Broadway tone ooesa £a<i a Mississippi j 
suite that shotr the technique of traditional ran-, 
sic. 
• • 
-! 


• Grofe's 
major 
piece of v.-ork v.-as on "The; 


Rhapsocy in Blue," brought to h!m In only a; 
rudimentary form. He supplied Its jazz effects. ] 
probably over a i-latter of sauerkraut, for that is! 
usually how Paul and Ke-Jrie Ciscuss their coai-j 
raon interest :n music, in the days of their o"o-' 
scuriiy, the tv.o ivou'd so to a lunch-car in Saa 
Franeiscd and, v.-asle the ceo!: opened can after: 
can of siiu-crkra-JS. talk aboi:r Their nest program. ! 


3IUSIC.1L, STOKE 
{ 


It !s. then. a. collection of Grofe arrangements s 


that the uublic Kbrarv has filed away in its mu- 
sic division cs its only re!:c cf Jazz. 


And its only complete collection of a popular 


song: composer is that of Irving- Berlin's ballads, j 
That, says Dr. Otto KinkeMey, chief of the music 
division Is because, of a!! the contemporary eom-j 
posers, Berlin has been the most successful. 
I 


The library has other popular songs on file.! 


dating back as far as ISSO, but they are merely! 
nap-hazard sifts of music publishers or indirld- j 
uals v.-j>o sent _ them over v.-Zien they cleaned j 
house. 
I 


Yes these are scanned frequently l>y visitors! 


who v.-ear the clothes of Broadway and Dr. Kink-, 
eldey shakes his head regretfully as he remarks- 
that he hates to see them come in. For he sus-« 
pects thev want to "make money by copying the 
phrases that somebody else found successful. 


Dr. TCinkeldey prefers to have students use the 


library collections. And they do. SS.OCO a year, 
making Xew York music library the most exten- 
sively used in. the world, although it is by no 
means the largest. 


A BYSTANDER IN 


WASHINGTON 


Personal Health Talks 


Bt WILLIAM BRADY, M. D. 


Noted Physician and Author 


Dr. Brady wi!J anstver ai! sisned letters pertaining to health- Writer's 


names are never printed. Only Inquiries of general interest will be 
answered by mail IT written in Ink and a stamped. %if-addresaed en- 
velope is enclosed. Requests for diagnosis or treatment of Individual 
cases cannot be considered. Address Dr. William Brady, La care of 
this paper. 
x 


FLASHES FROM 


HOLLYWOOD 


El* UEBBERT rjLODIEB 


Washington—That good nickel ci- 


gar T.-hich Vice President Marshall 
said several years ago ira» -Wljat 
this country needed most of all had 
its day in the tTnited Stfies senate 
when the tobacco schedule of, the 


J tariff bii! -rras up for discussion. 
i 
In fact, it was the only item in the 


j schedule in which senators showed 
jauy particular interest. For hours 
] those who enjoy a good cigar and 
| who thick the jesting remark o£ the 
1 la'.e vice president, -was ueverthe- 
] less sound advice battled to preserve* 
i the cheap staoke. 
^f 


I 
There -was Senator Hiram John- 


i son, for example—he who likes his 
I cigar so much that he brings it in. 
i the senate chamber with him in any 
] ivory hoider and fondles it until he 
j can find time to slip away to the- 
i cloakroom lor a puff. 
| "A -good 5-ceat cigar is a neces- 
| shy," said Senator Hiram. '"The duty 
• should be just as small as is possible 
| on tobacco necessary to its naan- 
t ufacture." 
j 
And Senator Copeland, the only 
| doctor in the senate, who ackaits 
I that he knows nothing about any 


i 


kind of a cigar, for he does not use 
tobacco, repeated time after tisae: 
, 
"Th& duty shou.d be materially 


less than orooosed." 


WRAPPER PROBI-EDI 
| The light, revolved around the 
j wrapper used en the nickel cigar. 
; The 3Iarsha:iites were endeavoring 
I Ht reCuce the duty on foreign wrap- 
| pers, thus keeping the quality and 
price the same. 


'"When we reduced the revenue tas 


j on 5-cent cigars 2 per cent." Sisn- 
] mons of Xorth Carolina, another de- 
| votee of cigars, explained, "the next 
I year there were sold '$600,000,000 
1 worth more of them than had been 
i sold the previous year, and 40,000 
j farmers received S3.000.000 more than 
: they did the year before for toboc- 
j co exclusive of the wrappers." 


Senator George of Georgia, whose 


THEY PACK A LOT OF HEALTH 


HOKT1E IX GOOD CXDBR- 


\VEAK 


After all, the makers are a. great 


j factor of health for the race if they 


In addition To'manuse-ripis of Beethoven. Wag- 1 P™v'*» .*»« ;?cod soap at a reason- 
._.,,»_ 
----- 
-r^ --- 


" and Mozart, and the major "classical: fble pr!ce- If Ihe" 
ill r-n-r.nncor.j tho l!iir»T-ir line r>r»Hpr>f«vo ! !>" achieve the 
per 
ner, Liszt 
works of all composers, the library has collected j 
the soujrs David Braham wrote for Harrigan and j unbroken sJan, 
Hart: some 20 by Charles K. Harris, v.-hose oalvido "DV propaganda, that won't make 


& -r,-or.i-- Of their soap a bit better and it won't 


should eventua!- 


penetration of the 
threte!1 to 


big hit was "After the Ball," and the works of 
Stephen Foster, whose "Suanee River" is iden- 
tified with Anierica all over the world. 


LOOKING BACKWARD 


improve the health of the race one 


At this time of year the underwear 


people become 
might imagine, 


quite audible. 
from the din 


One 


i keep up from Thanksgiving till the 


cream on. their peaches or even su- 
gar on the bread and butter. 


Too Much Salt 


\Vnat is the effect on the system 


of too much salt in the diet? Friends 
declare I season my food too much 
and that it is injurious to use so 
much. salt. (H. F. G.) 


Answer—It retains too much wa- 


ter in the tissues, tending- to pro- 
duce flahbiness, 
laziness, 
obesity, 


high, blood pressure etc. A fair ra- 
tion ot salt for an adult is a 
tea- 


-' spoonful daily. This includes all the 


Ttt~ES'T3:-FJVE TEARS AGO 


Saturday, Dec. 31, 1904 


J. J. Fisher, a recent graduate of the Tale uni- 


versity law school, had come to Appleton to en- 
ter the practice of lav.-. 
j 


Hiss Amelia Schwalbach had been engaged as 


: Fourth of July, that the change, if 
any, from summer to winter undies 
involves a grave risk to health. 


A dect.de or two 
ago when a 


Lealth master's dictum carried aJ- 
most as much weight as did the di- 
agnosis "pronounced" by the doctor 
of tlie grand old nineties, I advoca/E- 


teacher in the Third district to succeed Miss i ed light weight knitted wool or part 
Bessie Green, who was to spenu the remainder 
o* the winter ia California. 


wool material for underwear in the 
winter time, with socks or stock- 


The following ilonday was to be generally ob- ings of similar weight and xexture, 


served throughout the city as a holiday. 
i on the grcuad that wool is a poor 


Over a hundred members of Royal TCeighbors j conductor of heat and hence a per- 


of Wisconsin were expected in "the city the follow- 
ing Tuesday s-Sd "Wednesday for the Wisconsin son so encased does non experience 


the sadden changes that the circula- 


~ i salt naturally present in such foods 


as meats, milk, fish, eggs; the'Salt 
added by the cook; and the salt used 
at table as a condiment. If you be- 
lieve you take too much salt and 
decide to restrict your salt ration, 
begin, by using only iodized salt in 
place of ordinary salt. Generally it 
is sufficient to eschew "the use of 
the salt cellar at table, and to omit 
from the diet a few. items that are 
heavily salted- Excessive use of salt 
as a. condimentis rather a jjad hab- 
it than a normal craving-. In fact 
most excessive indulgence ia eon- 


tion has to react to when cotton ' cooking—the victim tries to smother 


next the boay in i the taste of the food with, whatever 


j irritant is at hand. 
~- 


(Copyright John F. Dale Co.) 


Deputies" School of Instruction. 


Miss liable "Welter entertained the TV. H. T.j or linen is wor 


club the previous evenins. 
j tlie w-nt5"- t=ra~ 


Carl Stansbury and D. A. Jones left that af-j '-./,"_.."" 
temoon on a business trin. 
j ^ "le «<>ugh, o, v. earing wool 


lliss Barbara TilcXaughton and Miss Emma nex" ,,IJ1C S2vl" ls !!O.V JUU"aCLUe. es" 


Fatton entertained a number of friends at the! p.e^;aiJ:\ 5° lh(:se w.no have a f,en' 
home of the former on Park-ave the preceding I ?uive l*m ana. P°«niant recollec- 
eveninc 
itlons- -1'or a time JL circumvented i 


MisseR. La Valley was a guest at a dinner! ^ at..objcctioa by. suggesting that! 


iven by Mr. and Mrs. Fred Hamilton atjl"° Iine le^re OI modern wooi un-; 


diments, such as pepper, mustard, 
salt, and the like, is due to terrible 


party 
BARBS 


the Russell House. Xcenah, the previous night. 
ael"e<- 
! tive fr< 


TEN" YEARS AGO 


Saturday, Dec. 27. 1919 


Eighty-one persons wore cead and 23 seriously ] so verv squeam.sli about 


ill that day as a result of drinking whisky coa- itching1 there is available" 
taining wood alcohol. 


Herbert Farrand returned the previous day 


from 3. visit at Green Bay. 


John Xickasch and Carl Otke had returnee I never did sell m'uch -underwear, 


from a several days' visit with 
relatives 
atl 
Then when I got old enough to 


Shawano and CHntonvllle. 


The state 
ar fabric, with its compara- 
eecom from sticks, stones and; 4^021,33 


similar debris, renders it not so ter-) * 
rifyins in that respect, or if one is] 


a little! - 


wool un- 


derwear having a smooth, soft in- 
ne- surface of ?ilk or near silk—but 


Democratic 
parrv- of 


ousted Senator KeSin. 


BY KOBBES* COONS 


Hollywood—Before Bebe Daniels 


-'came back" as a singi"- talkie' stat9 J~-lls^s much tobacco used for 


,-„ -„„,.*:,. Cr*,.-««_ cisar wrappers, refused to be con^ 
vinced. He suggested that 
Senator 


Johnston try 
the 
blindfold 
test. 


star, she played in hectic '"situation 
comedies" which almost invariably 
ended in a trild chase. 


• There may be some connection be- 


tween that and the fact (which she 


ilark a cigar with a foreign wrap- 
per one way and one with a domes- 


j tic wrapper another. 


deplores) that she is forever rushing 
'"You could not tell the difference 


between the two in taste—they on- 


usual!;." near the last minute, to get i !y look different." 


XO TEST FOR HEM 


But Senator Hiram did not relish , 


i the idea. 


things done. 


Twelve days before. Christmas,! 


when most movie stars and fans had ] ~"!'confess I am not a-, exuerr on 
ued the last neat boy.- on gifts to be; 3.cepE clsars/. he told 
sent across the continent, Bebe v.-as \ 
lamenting that she j-et faced the 
task. 


And when "Eio Sita" had its lo- 


cal premiere, the gown she wore 
vras purchased at 3:30 o'cloc! the af- 


"And 


not speak from personal know- 


ledge at all concerning what the for; 
eign wrapper does. 


"I would not want to undergo the 


experiment Xvith the senator to dete'r- 


iernoon of the great event. 
Hollywood's oilier stars had raided 


i mine the question. I'd much rather 
aiter j aceepj; 


tho "sboppes" for finery to wear in j 
her honor. 


BUST CELEBRITT 


She has a host of interests, hob- 


bies, duties. Mornings, she bemoans, 
she rushes frantically to reach faer 
studio dressing room oa time, and j 
occasionally is forced to make the i 


the senator says."' 


I 
But from the, rear of the chamber 


a veteran in all kinds of cigars and 
smokes arose and smilingly turned 
to Johnson. It was Gillett of Mas- 
sachusetts. 


'"The senator exaggerates the dis- 


agreeable experience that would oe- 


dash in her car in silken pajamas J £Iie 
covered by an overcoat.* 


All of wMeli is inconseque: 


however consoling to clock-punching 
stenographers, as 
compared 
to 


Bebe's "return" in the talkies. 


She is a Cinderella of the silent 


movies if ever there was one. A 


he said. 


"I used to smoke cigars in which 


domestic wrapper was 
probably induced by economic 


• motives, but they gave me great safe- 
i isfaction. I think ths taste for to- 
bacco is largely a matter of habit, 
for I know for years I was quite 
satisfied with the domestic wrapper. 


considered "all 
Her 
comedies 


were not splashing at the box-office, 
her contract was 


year ago she was 
washed up," done. 


I will agree that later, as my financ- 
es improved, 1 acquired a different 
taste." 


But the nickel cigar champions 
„ 
^ 
. 
! won out in" the end. By a vote of 
Sne was not, as has oeen pnntea, 49 to «5 the proposea increase was 
refused a. voice test. She never ask- 
ed one. 
! defeated. 
i 
She scarceiv had left Paramount j DCJ |f»o rjC QflYCDO 
ntLILrJ) Ul~ BUAtfli) 
when she was signed by R-K-O. In- j 
credulous Hollywood was glad to 
hear she would sing (sing, mind you!) 
the lead in "Eio 3tita." Everyone 
likes Bebe Daniels. 


GRATITUDE 


Talkies macle it possible. But Bebe 


i is more grateful to ~\Villiani LeBar- 
General Saiedley D. Butler was! on> producer under whom she had 


on the carpet again the other j worked at Paramount, now at-R-K- 
General Butler is the man for 


RADIO PREFERENCES 


A new radio questionaire, conduct- 


ed from a single city, but covering1 a 
large area, brings these conclusions: 
'"Mixed programs" are the most popu- 
lar. Semi-classical music comes second, i 
straight classical music third. Jazz and ! 
dramatics are -tied for fourth place. 
Broadcast talks come fifth, and sports 
sixth. 


This result 
v.-ill surprise rnany 


people. It is not so remarkable that jazz 
music should sink so Io\v as it appar- 
ently does in public estimation—there 
have been mam- hints before that jazz 
Avas losing- its appeal. But v.-hy should 
sports come last? Is there less interest 
m sports than the newspapers, for in- 
stance, take for granted? Or are the 
broadcasting stations not presenting 
t!:e sport nev^ s well ? 


Another thing—two-thirds of the 


voters in this questionaire say "there 
is too much commercial broadcasting." 
Evidently the sponsors of radio pro- 
grams are making their business ap- 
peals too obvious. 


Here is a field where modesty and ar- 


tistry are important. Radio advertising 
has to be done subth-, delicately, by 
suggestion or intimation rather than 
outright flaunting of trade names and 
commodity merits. The advertiser who 
tries to grab the ether gets left. People 
tune out, and remember unpleasantly 
what was meant to be a pleasant mem- 
orv. 
v 


i somehow all this earnest assurance [whola carpets were made. 


"vThen the- snow is pflea high in 


1 have some sense I discovered that a! front of the garage door and the 


Henry Becker, who bad been in Xorth and j guy who spends most of his time! Battery is dead there isn't much that 
" 
" 
~ 
~ 
I indoors car. worry thru the winter an>" of President Hoover's commis- 
South Dakota since July, returned home. 


Miss Kleanor Hewptt -was to entenain at 
comfortably AXD healthily in 
" 
informai dancing- party that night at Castle ball.! the same undies he wears in the 


Howard Russell was a Xew London visitor that j summer, if only he has a wife or 
day. 
j 


Mrs. 
Jacob 
Kromer 
->ras vfs;fins w'fh her' 


daughter, Mrs. C. C. Krue^er, at X,oyal, "^Vis. 


Raymond Lanrro had returned frora a visii at 
Chicago. 


The Savings club met the niarht before-at the 


home of the Mis.=es Rote and Genrucle IColberg. 
970 X. Division-sr. 
, Q, Und2rwear 2T,ybody prerers 


1 winter, so long as he wears what lie ] 


sions can do about it. 


* * 


Senator Brooshart 


O, for giving her the opportunity in 
his biggest picture of 1929. 


She had never sung before, escept 


aroun3 the house and on parties, and 
several years ago, on a personal ap- 
pearance tour. She began studying 
and in four months crammed eight 
months' vocal work, Today she con- 
tinues her training as rigorously. 


declares that 


somebody who will deal with the j prohibition enforcement officers r 
znatteJ—with a firm hand. 
_ 
latter must be hard-boiled. 


^ i 
^.fter several winters like that 11 that be a big change? 


' managed to snap out of it, and 
I ain prepared to assert with 
.he conviction t c^n command ' 
it Co&sn'i matter at all %vaat kind! 


in 


all 


-Ioaser- 


are 


Vray 


TTon't 


their dresses 


AWAITED STREET CAR 


Nevr York—"Believe it or not, laay 


bu- "I'm a plumber," said Salvator 
Andenocco, 17, when jMrs. Everett 
Tutchings found him in her aparcr 
merit. But he had forced his way 111- 


some of those j to the house and was about to" wlun- 


? a"<r<i_ti 
J 
1-e °iT:fr day the mec i der 5t- -<Irs- Tuichings save chase 
, .„. 
*. 
j and the "plumber"' ran. A policeman 
finally captured him. 


!e if one coesn't choose to wear I •* 
: 
~ 
' any at ali to speak of. 
j 


The Kansas State Board of Health estimates j An appeal to popular credulity is • 


that more than 73 rer cent cf all Kansas c>:l-' maco by some underwear peoole' 
dren between five and fourteen have physical de-1 v.hoso underwear purports to have i 
tects of some nature. 
; only silk or rayon or something next' 
I th 
skin, with a layer ot air. which • 


Steam 
Dressures now are as hirrh as 1.200: is the best insulator, between and j 


pounds r>er sauare inch for turbine iinits. Th: 
means that the pressure on one square 
would lift the average sized horse. 


be doing that same thing. 


Louisiana woman shot a man 


her husband. She's like- 


get into trouble that tray. 


BIBB TOOL ALLOY 


HID AS DIAMONDS 


Detroit—<J?~I—Experiments made by 


DUG UP ON CAMPUS 


Peipinar —Iff)— Relics of one of 


tl - Boxer "nests" froto which the 
foreign, legation were bombarded 
nearij- thirty years ago, were un- 
earthed when ground was broken for 
a new building of the Catholic Uni- 
versity here. 


Many six inch cannon balls and 


sev-eral twelve inch shells were 
f-^und E.t a depth of five feet in what 
at one time had been a vegetable 
garden. 
- 
* 


Dr. George Barry O'Toole, of De- 


troit, rector of the university, con- 
cluded that the ammunition 
had 


been assembled by Prince Ting Pei- 
Leh, notorious Boser chief, who was 
the hereditary owner of the univer- 
sity compound- At the time cf the 
Boxer sesge Ting brought arms to 
his place and from it bombarded 
various parts of Peiping. 


After the Boxers were suppressed 


the property was turned over to the 
uncle of the former emperor, Hsuan. 
T'ung. who in turn sold it to the 
Catholic fathers. 


There are 21 million telephones in the United ]v ri 


States v.-h:cli can L-C c^nnectc-ci to seven million 
in Europe for conversation, us:K3' racio 
tele- 


phony across t:\e Atlantic. 


microscope ~ believe they are near-1turs Ol- precision instruments have 
3y right;'at least I fancy darn :"lttl"e .been ^^^ advantage of to provide 
wco! would :c;:c>. tha skin, even if I CCrtai11 tools in American automobile 


•?ar«i-^%T-?fi.^ 
! 


Twenty per ccr.i of y>ens:oners of the O'O 


V.'ar died list year, :cavin=r but 35,045 on tho 
pension roH---. 


the gam^.er.i were worn wrong E:C^ ' 
oi:f. ~Bu; I believo this jiarScuiar '' 
underwear decs o'ter the one feature '• 


reat 
= °uce(i 
that is utsiraWc in •underwear- 
comfort; espjclnlly 2"or persons who 


factories, 


ilopins the German esperi-1 
American scientists have pro- j 
a ruaieria! so hard that it; 


, scratches glass like a diamond and J 


v.-:sh jo go constantly encased in a i 1!aE-ea J- carboloy. It is a tungsten 1 


Imports of soif bails into the TTnitec States 


for the first 10 months of 1DCD were ".429,401, 
valued at S7S9.73S. 


very warm yet very light s 


t.Is 


l 
- carbide ai:d has been called the hard- 


ke- o- 1 esi material ever manufactured com- 


er, custom"-1 tnerciaily by man. 
Harder 
than 


Every or.e of the 22,000 ox carts in El Salva- 


dor must have 
roads. These ar 
"tags" attached 


j ers his unfierwear wards off "co!fisi" 1tfce hardest of high-speed steel, 
! pneumonia, rheurnatis or ceDression 


Milk contains an 


water. 
erace of S7 1-2 per cent 
n our hcr.ser.oM it is forbidden '5on opsratior.s. "Vv nile approximately i 


, to eat between meals becajss tlis ; t-e hardness of a diamond, carboloy j 
| food so taken stops the digestion o: 15s slightly less brittle and therefore '• 


In Turkestan, a T\ife can. be bought for as; 
at ealen ac the Previous meal, un- floes not chip so easily, 


little as a box of matches. 
i t U the second increment is digested 
i up to the point reached by the d:ges- 


A bar of iron, made into bajancs springs for | tic'n of thc tnsal at the time. 


watches, is increased in value 1,500 times. 
i -ot sood pnysJoIogy and g 
giene? (M. \T.) 


Artificial diamonds have been pro- j 


duced by subjecting carbon to tre- 
mendous heat and pressure, but the 


cod by- cost has proved prohibitive. 
Manu- 


facture of carboloy also is relatively 


40 men can have 
fine O'coats at a price 
25 men would 
ordinarily pay 


It's our g-u'ess that most of the men who 
take advantage of these coats will buy 
them for desirability* rather than saving". 
You can choose with the same sense of 
luxury as tho' you were paying 30% 
more and ever}- day you wear your fine 
looking overcoat you'll praise Schmidt 
values. 
, 
- 


The very finest materials. ' 
Smartly tailored and reaclv in vour size 
at 


$9^ and 


£<O 


The hisli-v.'atcr mark in China's foreign do-i 


velopment -\\as achieved in 1D2S, \\ith combined, 
exports and imports reaching $1,550,000,000. 


A Xcbra.skan lias invented a 


trimmins 


lawn-mower" for 


Death Valley. Calif., now produces 20,000,000 I Answer—Xo, it :s just Pcotcli hy-1 expensive, but only a. very small j 


pounds o' talcum powder evory year. 
J S:ORC. For many 
youngsters 
and | piece is required—just enough to pro-1 


. 
|so-r!t> ruli'Its it ia porfoctly healthful! due? a tip weighing six to li grams 


Only 1~ per tent 01" !he ope:v.t;ns- cott of a i to eat bcJv, ten mealF viicn n-i.jlp i o'i n bnse oC 
fctce'. 
' 


car goes toward gasoline. 
, 
j arc too f.a:n f;".- jiv.'trt. Another bit j 
It is possible with the now sub-1 


. 
oC Scotcn hys^o tl;:.f. nin:cej m^ j tt^ncc to hold cutting operations to i 


The waters oC Alaska contain more than 100 tired is the notion that it is a bad I v,-it;:in the limits of two ten-thousan- 


I "combination" to zive 
the 
kidsidths of an inch. 
1 
Baft ScWkli &S 


varieties of fish. 
106 £. College Av«* 


IN FW SPA PERI 
NFWSFAPF.Rl 


Saturday Evening, December 28, 1929 
APPLETON POST-CRESCENT 


SENATE FAILS TO 
\ 


AGREE ON SEVERAL I 


BADGER OFFICIALS 


Nominations of Postmasters,; 


Marsha! Await Confirma-j 
tion 
i 


Page Seven 


LIFE'S ODDITIES 


By Oeorje dark 
COMMISSION TELLS 
Typical Holiday Reigns 
L I T T L E J O E 


:• 
BY SUBY A. BLACK 
! 


Post-Crescent 
\Yasiuugton Corre- i 


spondent 
i 


Washington—When Congress ad- | 


jouraed for the holidays. ~ :e;t only « 
faro nominations of "Wisconsin post- | 
Blasters tinconOnued, -with the ere-1 
eepuoa of four sent tip. by the Pres- • 
iCent at the last minute. Thera was : 
no thue to act ^upon these foirr. 


The Domination o: Ja3:es X. Titte- • 


more of Onsro . for Unite-.* States j 
laarshal for th*1 Eastern district ot | 
Vi~>seo:to!is v.-jis rsot acied upon. His « 
nomination an<_i ibose of the two ua- : 
conSrine<J postmasters have b?er> be-1 
fore ihe Senate a 
long ilnse, all! 


three of them ha-.-jng been submitted t 
tluiirsgr the spevial sessloa and re- | 
submitted after the Ions recess, 
I 


Peter ll:es nominated to succeed \V. j 


A. Kohl at 3Iay v!!!ep anc Richard A.! 
Gooce!!, jzomlnite-J to succeed R_ I. j 
Ougdale at PlatteviHe, appea- t-j be j 
giving1 the Senate committee con- '_ 
sii!erab!e troiii.^. Scores of other i 
Wisconsin postmasters, whose aoni- j 
{nations were s*iat up 
-ocg after j 


those of 5-ies and 
Gooce't have | 


been confirmed hy the Senate -while '• 
they remaiii^on t^e post office com- " 
mitiee calendar -without actio::. 
' 


President Hoover nominated the | 


following four Y.'isconsui postmasters ; 
for reappointment on ihe 5nal day • 
before the hoIiOUiys: 
> 
• 


Walter AY". Peterson at Centuria, " 
, 51,700. 
j 


George A. Skukeu at Lue'~, sa!a-v i 


" 


HOW TO FEED GAME 


BIRDS 
WINTEB 
In President's Mansion 


COAV Ct_SAR IF 


VOO <5L5£ 


Urges Sportsmen -to Aid in 


Fight to Save Lives of 
Feathered Friends 


EV SM.I-IK v. II. PICKET! 


Washington—'•£>)—Ch;rst::ias 


x AVcshinsrton v.-as home v.v: 


: Suggestions for iv;:itjr f--:-C 


led is. 3. l-allethi received this 
" by Louis Jeske, g;-:i;e \va.r\it?;: 
• the AViscossia 
Cons3rvat:o:5 


I mission. 
j 
*£•„,> fxir,!^:^-*^. 
„ _,, 


jhoi>es to enlist ::•: conferva: 
fin 
the state in the -r.ove ~j 


[game \vherever natural fee-Jhi 
|oitk>B8 are not Kitisfaetorv. 


c,i::oe\i uvray 
•-^"rs. 
.^LISO 


for President 
hid a famify ; 
o." th.? t!:;-e. 


V..K never ;i : 
ho!-day spent 


week 


::i^r:y of their '.vakir.g 


?.::U Mrs. •••_>over. who 


the "White- House Sre 


to the 


er bread rr.er.. horses 
rs -.vith ttilsi:"i ey^?, c 


i 
t;uartei-ss 
v.-fth 


ranst-s. ap;>!es a:;J 


many 
of th<? 


as thvy passed jus: as clo^.? 
presidertt's tror.t coo.- u< 
!«<?: 


on cu'y v. ould ;-*^-rnz:t. 


at o::^ f:<d vf the suite d::;:::i 
but :t was ;;s 
;-.-.c-der:i ;is 


FIRST NATIONAL 


BANK TO VOTE ON 


STOCK SPLITOP 


Shareholders Will Be Asked 


to Approve 10 for 1 Ex- 


! 
change 


o: the First Xational 


as<»<Z -o vole on a ly 
bank v.-::i 
^or X stccl-c 
meeting1 Tuesday evening, Jan. 14. 
The board c:~ c:.-ec:ors has reccrs- 
ir.fncled the rsove a~;5 the stockhold- 
ers "A i:: b-5 Of kec *o ccr:!lm th^ r*c- 


Elizabeth A. Forsyth at YTestboro, i 
salary, $1.300. 
> 


— Johnson at VToodruS1, I no'; 


COMPETITION" 


splendid game birds 
I winter, the commission 
j unless sportsmen fee>I : 
commission bases this pre-j;\.-t;-.>:i ,. 
Lhe resyJts of rust winters. 


Unquestionably, the 
can:i::S<\ 


says, the lest f^-c.r^ rnx.-v.-s ::j us 
in ihe state is to a:!ov/ shcck-^I ..-or 
to remain in the £;e!d. Shocks c.. 
be opened u;> as necessary. 
Th 


commission asks sportsn;-:-r>. 
v.".: 


know of gume ! Ires v, h:eh 
r..>.- 


ernergency attention which he CM: 
not give himself, is asked to v. r.t 
"or phone the local game warden 
<_• 


jihe commission at iladiso:*. 
| Places where shewed £a~-i:i is tno- 
I beneficial are: in !>i;s shc-vv-Ieu i!oiv: 
] to earth; on hard beaten iwaCs n" 
j used by automobiles: 
alensr 
\\cl 


packe-4 railroad rights o: v.-ay, :-ar 
ticularSy 
where trains 
;.ro 
f.-v. 


beneath grape vine shelters, Ir:::-: 
!ean-tos, corn stock tepees and :: 
sheds not used by poultry. 


The feeding of shelled 


loose snov.- is of little aceo:::;t as :t 
rapiiy sinks out of sight and teco:::es 
unavailable 
to 
the birds. 
A 


The 


CHURCH COMMITTEE 
: 


MEETS MONDAY NIGHT .: 


Xew Y-.ar 


twelve-Ri 


izen may 


"ot I c—n :;n::o;:".ce<!. Hcv.v 


::!!:et;->::s and .it least for 
:>.o- 


, t-ni and a tcxv days :i 
::rst tUb::l party i-i 


«5.s-:«!::.T «-f .M--. ::::. 
. \Vi:is-..-r ilo'.i:—. Mr? 
sun. v. ::e <•:" .VJni.ra! 
! ^;r;:;..v!'. \v;;.> •-._>< ; 


. :<-;i \\Siioh wr..s ::;^:c". 
cia: event. 


.c- «.<.>::::::.". :ve in ch:: 


l il.uiv".: v..'.'. ::.-^; ;; 
7,3') Mot:- 
:o t-hurx-:: 
-o::nir 
of 


r. Jar.u- 


•-» value cf each share -will b* re- 


i«.Xhc:i-:rs v. ii: receive. 10 shares 
r every one r.otv held- The nuru- 
r f.f rrjt^tar.dZng shares v.-I!! bo 
^r-..5c--i Ly this move from 3,"00 


• > ; ••' •> but the total vslce of tr.3 


and C.r---— ^rs v.-.l! be elected. 


Fish Fry tonight, Black Cat, 


a:-y T. Ora 


o: .t 
>e.; 


*.v 


~ 


^, 7U>, 
, 
the cotcpany aciually 
should j governor, Emanael I- 


p^yQ^.ED BY viTS 
' liave paid lhe ^^ {o the fet5ei"1 S°-v- several J'ears ago. 


Al! are in northern "Wisconsin and | ernnient -.rill never te knov.-n. for \ 


all were recomc:enc«d by Xationa! i the bureau of internal revenue was ' ^.^r,^ „* „„ ,„„ », ' 
Committeeman George Vits of Hani-! too c, 
^^nce o, no ,ess than 


tOWCC. 
j 


"\VisL-chsin postmasters whose noni- ] 


iaatlons v.-ere cc-afirmed during the ! SS 
last week before rhe holidays in-1 rhe tax with, interest. 


observed that ths alleged deSclency j ™ Of Vhe"naUon.' and are prized by 


should always 
•or kicked out 


be 


The b._-reau ailesed ajoratve stamps none ofw'^cb has 
*«• of this amount 


. 
- 
f - Sportsmen desirins: to reed ....«- 


>.ce ce- jmav J)urciiase one or ..vVO acr03 o:- 


"2 comme"!-!?1"00^ ^^ may sec"re stree"- 
., - , . 
i mgs irom miiss. or screenings from 


•-•jniber in the c,>:-:>s. 


on Hardly ever before have so inanv 


?s o?ourrc-d in a. year's t:r>:-.\ 
V>"h:te I!ou«e celebration took 


i»:t;0:: a, colonial air Christmas c-ve and 


with a bier tree r:r.r:-i 


!!:iT it: 
tr.o- 
::;:>!»i entrance 
•:.«•; 


;:::!:n:t-d as In :he olden t:n;es w::h 
Silt paper ornaments, chains, cor:-!-- 
c->u;as. |-.orns 01 plenty and ^tars. 
while strings of popcorn. 


scooped, shoveled I Christmas da 


For Your Entertainment 
ONNEW YEAE'SEVE 


i 
A Special Party at 


WAVERLY BEACH CAFE 


PHONE 351 NOW, For 


Your Reservation 


Wm. '"Ike" Bloom, Tom Miller 


Fish Fry Saturday Night at' 


popeo.-n Gregorius, Darboy. 


HAPPY NEW YEAR! 


STAST IT EIGHT — 


APPLETON BUILDING & LOAN ASSOCIATION 


i 
324 \V. CoUeze-Ave. 
Geo. H. Berkley. Sec. 
Phone IIS 


Fhoni 


116 


HAPPY NEW YEAR! 


GEO. 
O. BJECIvLE I 


INSURANCE and FOX THEATRE BONDS 


elude: 


Edward X. Rounds, Arkansaw; 


George J. Chesak, Athens; Harold 
E. Webster, B«rie; Asa B. Cronk, 
Clear Lake; Charles I*. Holdemess, 
Kenosha; Earry E. Eastice. Livings- 
ton; 
Fred B. JUiyner, 
ilarshfieid; 


TVilliam Eathbun. Uendota; Claire A. 
I-ynn, ITount Hor.e; Tt'alter C. Croc: 


ihe comuany, and coilectei!!- 
-" "~——' *•" *-""""<=-"«•-^ je.c 
. 
j some outstanding event in cormec- 
inen it was; lioa wi,h tlle devloament of th» his 


had been brought to the company's 
attention after the expiration of the 
statutory period of 
limitation for 


filing- deficiencies against 
a tax- 


payer. 
* 
* 
« 


Frank TVInter of La Crosse, for- 


mer law partner of John Esch, once 
— 
-i *-. •' *»-&.-_. vj. v^i.tn_rv-» 
^xii^j. jtz.li ±JO.i *.liv:i, ut. *)\Jlltl Jl^tJIJ, UiiUt? 
er. Spooler; Alfred E. Redfield. Stev- a congressman juid ones an inter- 
ens Point; and YTililam TT TJet°'-=ea ' 
IVaido. 


Meanwhils, the Civil Service Com- 


mission is planning to hoid examina- 
tions early in the year for candidates 
for appointment as postmaster at 
Appleton, where the salary is S3.SOO, 
and at ilenasha, where the salary is 
§3,300. The present postmaster" at 
ilenasha is TTa!!ace E. Pierce, whose 
commission expires Jan, 13. Apnar- 
ently he is to retire, voluntarily or 
otherwice," for he could 
be reap- 


pointed without esamination. 
- The nominations now before the 
-Senate do not die, because Congress 
adjourned for only two weeks. 


The record o£ nominations indi- 


cates that many c-f the diiricnlt post- 
master situations in "Wisconsin have 
been cleared up. 
-' There is 
Racine, however, on 


which no action has been taken al- 
though there are three men eligible 


state commerce commissioner, vis- 
ited "Washington last week. ;Ke came 
here from Xorfolk and called upon 
Ca.pt. Earl Dimmick of Biack River 
Falls, who is nere in the head- 
quarters of the American Legion. 


philatelists. 


Among the requests received dur- 


ing the year were one to commem- 
orate the Diamond Jubilee of the Re- 


haymow chaff, which usually 


contains 
some seeds; 
dry 
table 


scraps (aon-freezing) such as bread, 
toast, corn meal, etc. 


Feeding stations should be placed 


where _the birds already frequent. 


Birds should not be fed amon_ 


domestic poultry because the worst 
Ripon. diseases 
Wch affect 


rsu 


of Carl ucated fowl. 
^-^a!2son- ^.ich-- and Friend- j ^t from "the 
ship, 3,. T.; one in honor of Carl 
Shurz; one for the 200th anniversarv 
of the birth of ifajor General "Baron 
von Steucea; and one for the Wis- 
consin State Legion Convention in 


, 1929. 


• ' 


of domes- ' 


.HONORED JCN' BILt, 


Harvey J. Frame, "VTiniam Hor- 


lick Jr., and Dr. Samuel S. Higgins 
are the "Wisconsin people named in 
a bill to -iseorparate the Civil Le- 
gion. 


The bill, introduced by Senator i ne^-jv 
Claude A. Swanson of Virginia, ce- I v_. ' " 
fines the Civil Legion as '-a society j g" 
of citizens who 
rendered patriotic j 


service irt otfie^aljy authorized ac- 
tivities during the V.'orld "\Var," 


Its purpose is "to perpetuate and 


preserve the .association 
and fra- 


ternal 
feeling among those who 


served in the _Selective Service or- 
ganization, the American Protective 


BICKABr SETS JOB AS 


TESTER N POBTAGE-CG 


Clement RIckaby, Appleton. for- 


mer tester for the Outagamie Coun- 
ty ilail Order Testing association, 
has been engaged as tester for the 


Portage-co association. 


its headquarters at 


—**• —' -"*-ii t-ii^Ajjic 
i>t*iii^.t*,i.i*ju.T uiie _i.i4it;iiUiiii JrrOi.GC'1 v S 


for appointment to ihe 56,000 Job as I league, the Council of National De- 
postmaster there. Thomas F "pow- 
ers heads the list. James E." Prit- 
chard and the present postmaster, 
George H. Herzog, are the other 
eligible candidates. 


fense, the -t our-ilinute lien, and 
any and all other officially authoriz- 
ed activities of the 
United States 


government during the "World "War: 
to create an organization tiiroasrh 


tiaby was tester with the 


years, starting his -work when Rob- 
ert Amundson. former county agent 
i'ere, first devised- the mail order 
system and organized the first unit 
in this county. Previous to becom- 
ing affiliated with the Outagamie- 


Feeding should be done regularly 


and in a. permanent way 
and the i I 


mere scattering of grain on the snow 
is discouraged 
by the commission 


except as an emergency measure, 


co group IMr. Rickaby was the tester ' 
. for the Dale-Hortonville Testing as-! 
[sociation for three years. 


The former tester here also had ' 


charged of Kolstein cattle in Ocon- 
to-co for three years. 
There will 


be about 200 herds in the new Port- 
age-co organization which got under ] 
way 
in December. 
Host of 
t h e ; i 


herds, however, will not start test- 
ing until Jan. 1. 
• 


.s. I^ 


1>lvPareii' publisliea anil paid for by C'ifv Marcicrcr Gorcmmrnt Cumpaisrn Commitiee, B. .1. Zneliike 
Secretary, ins X. Onolda St.. Apple ion. AVis. 


Ap- 


XOTICE! 


fleeting of Stockholders 


pleton 
Superior 
Knittin 


Thurs., Jan. 9th, 1930, 11 A. 31. at 
office. 


F. J. ETAITWOOD, Sec. 


adr. 


Xo 
recommendation has 
been j which all such persons may render 


maae. Postmaster Herzog aad Pow- future patriotic service to th» sev- 
ers are Democrats, it is said, and eminent in peace or in war" 
Pritchard is the only Republican on i 
The bill for incorporation provides 


Laa i*su. 
| for perpetuating the organization 


\jLis was maa-3 no recommendation j through authorising 
successors to 


^f ian 
^ 
j those incorporating it. 
j 
The war-time governors of most 


Hans Helge Schou of Beloit has i S"^63 are included in the list of in- 


been designated by the "War depart- I corporators. 
TTisconEin's war-tirae 


mem as S2coad alternate for adnvs 
sion to the United States ?.^ 
Academy at TTes- Point, X. T 


TTTTT 


Juiy from the Xorthwestem :vli"ta'-v 
and Xaval academy at Lake Geneva^ 
one of the honor military schools 


Sergeant Horace 
Lake Sanders. 


Troop A, 105th Cavalry, at ililwau- 
keo, has been designated as candi- 
date from the 
"Wisconsin Xational 


Guard for admission to TTest Point 
* 
* * 


XAMED OFFICERS 


"vTisconsin men who have recentiv 


acepted appoiniraent as oEcers in 
the ouicers' reserve corps of the 
arzny include: 


Fred Clark 
Coggesaail, TTauwa- 


tosa, major, Cavariv; 
John Dean 


Alexander, Kenosha, lieutenant coi- 
onei, Cavalry; Sven Martin Guncer- 
5?1':. A^_ Cr<>ssa, first lieutenant. ' 
-uoaical Corps; George Otto Lewand- ! 
owski, -VVatertowa. 
Srst Hentonat, • 


Cavalp-; John Charles Patrick Han- ! 
ley. Xeltocsha, colonel, Cavalrv- E°=d • 
J^acaphier "Hoia, vTaupaca. Leonard i 
Jieniy Bissell, Waasaa, and Lester i 
Irwm Saeger. Delafield. second lieu- '. 
tenants. Infantry; 
Xelson %VH!;am \ 


~V>igntnHan, Kavkaur.a. seco-d I-*--- "• 
tenant^ ^Egineers: and George' Bd- - 
wara aoner, Milwaukee, second lieu- 
tenant, Cavalry. 


AUTOFEHDERS 
AND 


W/ESREPM'n 


Fruit Cake 


A melange of frnit cake, nuts and fruits, 


perfectly Wended in ice cream. 


Let us repair that in- 


jured tiodj, and your car 
will look like new; 
Our 


experienced and skilled 
mechanics turn out only 
absolutely A-1 


— THEEE 
FRUIT CAKE 
LAYERS — 


BLENBED ICE CSEAM 


F&TJIT CASE 


AAAAAA 


. got & big Christmas pres- 
ent .rom 
U=c:s Sam, It was not 


reahy a. present, for the 
irt^rna7 


revenue bureau heic that the com- 
l^Z..^3^ Iesa"y entitJed to the -?57,- , | 
-4.0.0-j reiunce". j.r.is represents an 
overpayment of income and p-o^ts 
taxes for the year IC-IT. Whetiier'or ' 
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- 


In 1930 


•as to serve your needs in Auto Electrical 


.,* --,—oj ^H6617" Barging, Speedometer, Shock 
Absorber and Windshield Wiper Service, 


GENUINE PARTS — FACTORY METHODS 


Appleton Battery & Ignition Service, Inc. 


i> i r> *c 
" 
Phone "I 
1 £U' iw ••1"vc>r-s. ^zr- 
"Tlje Home of Better Service" 


DISTINCTIVE 


FUNERAL 
SERVICE 


Fbeeral Parlors 


112 South Appleton Street 


Telephone No. 308 


A Call For Volunteers 
to Circulate City Manager 


Campaign Petitions 


The second petition for the adoption of the City Manager plan of 


Government for Appleton having been declared insufficient it will be 
necessary to circulate another petition. 


£ 


A large number of the persons who circulated the previous peti- 


* 


tions have already called headquarters and volunteered to do the 
work again, but the executive committee feels that these people have 
already done a splendid job and is anxious to augment this force of 
workers with additional volunteers and thereby make the work 
easier for all. 


From our previous experience we know there are a large number of 


qualified electors in the city who would be very glad and eager to cir- 
culate petitions but have not been asked. 


To make the task much easier for all the workers and to give all 


who desire an opportunity to help in this cause we invite all persons 
who would help in circulating these petitions to call at our head- 
quarters on next Monday evening, December 30th, 1929, at 7:30 at 
which time you will secure petitions and will be assigned a territory 
in which to circulate it. 


All persons who wish to sign a petition will greatly 
assist the workers by calling at the headquarters 
where petitions will be on file for signatures. 


WORKERS' MEETING 7:30 P. M. 
MONDAY EVENING, DEC. 30th 


Campaign Headquarters: 
106 N. Oneida £t., Over Western Union Telegraph Office 


.'SPAPERf 


Eight 


.' fAPPLETON POST-CRESCENT 
2S, 


Society And Club Activities 


U.C.T. Plan 
Meeting To 
Honor Head 


New Apron 
Ensemble* 


A 


BOOSTER surprise 
United Commercial Travelers 
and th* Auxiliary 
frill take 


$__c« Jan. 4 At Odd Fellow hall in 
Ixmor of Hana ileitiag-, ililwajikee, 
crand councillor of "Wisconsin. The 
council and Auxiliary -sriE meet at 
Z o'clock aad there -win be Initiation 
ml 1 o'clock as which past councillors 
•Witt put on f uH initiatory ceremonies. 
8*r«ral of fee grand oSicers of "Wis- 
consin are expected to DC present to 
*Mi-t. laviiaiions have been issned 
birt all of tha replies have not yet 
"been received. 


A supper will bs served at 6 o'clock 


after -which bridge, schafkopf 
and 


dancing Trill provide the entertain- 
ment -which begins at S o'clock. This 
party trill take the place of the. an- 
nual surprise party of the lodge 
scheduled for Jan. IS. There -will be 
several surprise features during the 
evening, including a surprise orches- 
tra, which Trill provide the music. 
Friends of United Commercial Trav- 
elers have been invited to attend the 
supper and the entertainment. 


The committee in charge of the 


meeting includes C. J. Kumpf, chair- 
man; Max Schwab and F. R- Finn. [, 
That supper and entertainment will 
be arranged by the regular entertain- 
ment committee consisting of "W. H. 
Babb, chairman; C. S. Murdock, E. 
3L Laitlaw, L. H. Bverlein and TV. 
E. Lohr. 


r MRS. BREITRICK 
~ AGAIN LEADER OF 
| MISSION GROUP 


1 
Mrs. George Breitrick was reelect- 


«d president of the "Women's Mission- 
ary society of Emanuei Evangelical 


* 
<dmrch at the annual election of offi- 
cers Friday afternoon at the church. 


* 
Mrs. Charles Selig was named to suc- 
' 
ceed herself as vice president. Other 


* 
officers elected include Miss Ida Dick- 
voss, secretary; Mrs. Forest Jabas, 
' • treasurer; Mrs. Amos Greb, corres- 
* 
ponding secretary; and Mrs. J. F. 


' 
Xeinstedt, the latter succeeding her- 


'- eelf as advisor of too girls' circle. 
-* 
Eetiring oScers are Mrs. Amos 


" 
Greb, secretary; Mrs. Ray EJnieger, 


2 
treasurer, and Mrs. John Trautman, 
corresponojng sscreiary. Installation 


^ 
of the. neTT officers Trill take place in 


«. January. 
* 
. The annual check-up and payment 
of dues took place at the meeting. A 


* sum of S30 -was appropriated for the 
* 
^Wisconsin Conference Missionary so- 


" 
ciety and the balance was appro- 


-•! 
priated for uss in the General ilis- 


~ Bionary society." The entire report 
~ is not yet completed. Routine-busi- 


ness "was transacted. Fifty members 
•were present. - 


CHURCH 
SOCIETIES 


A cabinet 
meeting 
of Baptist 


Young People's "Union 
took place 


Friday night at the church at which 
tims topics for the devotional meet- 
ings for the nest three months were 
assigned. Plans -were made for the 
all-church young people's banquet to 
be served on March 21. Gwendolyn 
"Vandawarka and Evelyn 
Stallman j 


"were appointed chairmen of the pro- 
Sram committee, Lueretia Zimmer- 
man "was named chairman of the 
banquet committee, and Lawrence • 
•Miller was appointed head of the dec- 
oration committee -w!th«Robert Eads 
as vice chairman. 


Ben Halter -will have charge of the I 


dean-up committee, Byron Powers' 
-win assist him, and Harold Eads will 
be in charge of the publicity for the 
affeir. Arrangements have been made 
to bring- several outside speakers to 
the banauet. They are'the Rev. F. 
H. Fahringer, "Wanwatosa, and Ray 
Ewing, Milwaukee, director of Chris- 
tian education. 


BY AXXEBELLE WORTHEXGTON 


Of course you've heard about the 


new apron ensembles 
that match 


one's frock in colouring. 
They are 


quite the thing now, 
particularly 


•with the woman 
who has a small 


apartmejit with kitchenette. 


The one illustrated in Style No. 


3225 is in red chintz background that 
matches perfectly in colour a flat silk 
crepe dress with 
-whcih it is worn. 


The fioral pattern is in lighter and 
darker tones of red. The eash tied 
at left hip in bow is in plain match- 
ing shade red cambric, which is_re- 
peated in binding of deep "V-neck and 
armholes and in pleating of cuffs 
that protect the sleeves. 


Even friend husband "will compli- 


ment you on your attractive appear- 
ance, for even he Trill not suspect 
you are -wearing an anpron. 


It comes in. "small, 
medium and 


large sizes. 


Plain sateen in navy blue Js very 


effective self-trimmed worn over a 
navy blue frock. 


Plain gingham, chambray, 
rayon 


prints, linen-, unbleached muslin, ra- 
dium silk, cotton and. silk pongee, 
printed pique and cotton broadcloth 
appropriate. 


Pattern, pricet is 15 cents. Be sure 


to all in size of pattern. Aldress Pat- 
tern Department. Our Fashion Mag- 
azine is 15 cents, but you may order 
a pattern and a. Fashion Magazine to- 
gether for 25 cents. 


Order Blank for Margot Pat- 
terns. 
MAKGOT, Care Appleton Post- 


Crescent, Appleton Wis. 


Inclosed find IDC. Please sent] 


me the patterns listed below: 
Pattern No. 
Size 
Price 


Name 


Street 


City . 


State 


STUDENTSWILL 


OFFER RECITAL 


SUNDAY NIGHT 


Jlfty-one selections ha.r» b*«a ar- 


ranged, for a nraeical to !>• flren 
lit S o'clock 
Sonday CTentns 
at 


Kfcnberly Clab house, Kimlxrly, by 
students ct Miss "Wihiia Van Zee- 
land, who conducts a studio at 122 
X. I>urk««-«t in this city. 


Th» program follows: 


Go!£en Book .. Bntre. Xovas "Waltz 


Orchestra 


Silent Xlght i 
Sherwood's 


Francis Bellin. 


lurch. — 
H. C. "Worjt 


Mildred Vogel 


First "Waltz ...... Genuine Calmes 
Child's Good-Night Marcelle "Werner 
Grandpa's Waltz 


-. 
Slargueritt* "Werner 


•Wild Rose "Waltz .. Lucille Green 
Melody in G 
Craig Kelly 


Paul Kolitsch 


Daisy Belle Waitz 


William Stahl* 


Vernon Miron 


Melody ia D 
G. Gurlitt 


Milton Libman 


Cherry Blossoms 
H. Spencer 


Kosella, Welhouse 


Cradle of Gold 
H. C. "Weasner 


Waiter Dietrick 


Gypsy Dance 
Theo. Presaer 


Ruth Rowland 


"When Toil Try to Forget 


H. C. "Weasner 


Catherine Koliiscii 


Dix-aming 
H. C. "Weasner 


James Femal 


Melody in C 
Chas. De Eeriot 


Carl Koletzke 


Mistakes 
Horatio Nicklos 


Edward Deirow 


All by Tourself 
J. TTallis 


Masane "Utsehig—Mfltoa T-bma.p. 


In Schubert's Day 


R. Krentzlin 


Maxine 'Ctschis 


Spanish "Waltz" 
R. Sherwood 


Elmer Depraz 


-a. Dream in Paradise 
H. Grey 


i Ade!e Janssn 


Just a Faded Flower 


H. C. "Weasner 


Eugene 2?itzband 


LU!aby in E-Sat 


.._ 
; 
H, C. "Weasner 


Tbelma Miron—Clifford Miron 


Hearts and Flowers 
Tobanis 


Dorothy Jansen 


Love's Old Sweet Song 
. 
J. C. Molloy 


Anton Krahn 


Moonlight 
Sherwood's 


Gilbert Myse 


Hawaiian Memories — Fred Asmus 


Rosamund "Wydeven 


Clifford "Wydeven 


Minuet in G 
Eugene LaFond 


La Paloma 
Janet TJSFond 


Over the "Waves 
J. Easos 


"Viola "Welhouse 


Beauty "Waltz 
-..., Leon Rinquet 


Harold Depraz 


High "Ways 
H. Shay 


Sarah Leitz—Leona Abitz 


Comic Song 
"William Luthinson 


Sylvester DeWildt 


Blacfe Hawk "Waltz ...... JB. "Walsh. 


Esther Dietrick 


Humoresque 
Anton Dvorak 


Elmer Depraz 


Honey 
Asmus 


Intermediates 


Old Fashioned Roses 
Trio 


Janet LaFond—Mildred Boehn- 


lein—Eugene LaFond 


Purpis Pansies 
J. S. Fearis 


Flapper Fanny Says: 


5* Story 


•^MARGERY HALE 


BV ftCA SERVICE. INC 


Helen Will* 
Bride 


Fashion's long skirts have been 


a long time coming-, but are consid- 
ered a short-coming by many. 


Evelyn 
chairman of tee STAR LEA.GUE 


PLANS WATCH 


NIGHT PARTY 


Let Me Call You Sweetheart, I "Want 


to-Be Xear You; Pagan Love Song 


Harmony Girls 


Contillatus Xoeturnalis 


H. C. "Weasner 


Agnes Earle 


I Love You Truly 
.' 


..Elsie "Wundrow—Jule Schneider 


Silver Threads Among the Gold .. 


J. "Winner.; 


Lawrence Piette 


Accordion Solo 
Variations 


Harvey Koletzke 


Annie Laurie 
Harry Clarke 


Beatrice "Westveer 


O. P. R. A 
Comic Quartet 


Vincent Baeten, Loraine back- 
ers, Lucile Liebergan and Isa- 


belle Dumphy. 


Drifting and Dreaming. 
Red "Wing. 
Sasophone "Waltz. 


Harmony Girls 


Embrasse De Xoveau 
"Wenthe 


Edwin Kersten 


General Pershing's March. .Spencer 


Mildred Miron 


Little Pal. 
Lonesome 
H. C. Weasner 


Ruby Caves, Laura Kolberg 


Devotional commission, 
will be in ' 


charge of the meeting of the Baptist j 
Toung Peoples Union at 6:30 Sun-j 
' 
j 


day evening at the church. This will 
The Star league, made up of the' V>rhy sh.ouid * Try to Forget. .Asmus 


- 
- 
Beatrice Koletzke, Marie Roovers 


The Dearest Pal 
H. C. Wearner 


The Christian Endeavor society of ^atch ni'ht ***** at ™ ^^^ 
***** KO1^' ^ ***** 


Ernanuel .t/vangellcai church 
will -r- 
. 
. - 
Tear s eve. A devotional service at 


be in the nature 
meeting. 
a Xe>v dear's j young people's organizations of sev- 


en Appleton churches, will hold a 


meet at 6:45 Sunday evening at the 
church. Miss Irene Schmidt -will be 
11:30 
-will be preceded by games ana 


The Rev. H. 
Saints church 


BESSIE LOVE 


WEDS FORMER 


NEENAH MAN 


Hollywood — OP) — Bessie Love, 


screen actress, took her place in Hol- 
lywood as Mrs. "WIDiam, Baliinger 
Hawks. 


At the altar of St. James Episcopal 


church, Miss Love last night became 
the wife of the 
prominent young 


Beverly Hills stockbroker, whose 
two brothers, Kenneth and Howard 
Hawks, already had married into 
filmland families. 


It ivas an event vrhich captured 


the Cinema city's social fancy, and 
the personages of moviedom 
filed 


into the upholstered pews to witness 
the ceremony and extend -wishes for 
happiness. 


Throught it all Miss Love's flash- 


ing smile played upon the great and 
near-great alike, not 
missing the 


throngs which jammed a rope-barri- 
caded street without. The 
social 


climax to a career which began when 
she put up her at the age of-15 and 
discarded her real name, ' Juanita 
Horton, appeared to -weight upon 
her not a -whit. 


Hawks made his response solemn- 


as the marriage lines were read 


by the 
Rev. Ray 
O. Miller, his 


features crinkled into a smile, how- 
ever, -when the flashlights boomed 
and the radiant bride hung upon, his 
arm, her ivory~~satin -wedding train 
billowing about her ankles. 


The wedding attendants represent- 


ed a roll call of. movieland's .upper 
strata. 


Blanche Sweet, now Mrs. Marshall 


^Teilan, in rose pink taffeta with a 
corsage of butter-yellow roses, was 
matron of honor. Bridesmaids were 
Mrs. Ralph Blum, 
Carmel Myers, 


who is still on the screen; Mrs. Irv- 
ing Thalberg, the former 
JCorma 


Shearer; Mrs. Howard Hawks, sister 
of Mrs. Shearer; Mrs. 
S. Kenneth 


Hawks, the Mary Astor of filmfiom; 
Bebe Daniels, and Edith and Irene 
Mayer. They -wore frocks of yel- 
low taffeta^sEnd carried pink roses. 


.The biide'3 wedding gown, was 


draped to her figure -with old duch- 
ess lace, and trimmed with a fall 
of ribbons of lily of the valley and 
orange blossoms. 
She carried also 


an old fashioned bouquet of lilies of 
the valley and orange blossoms, the 
latter from the bridegroom's south- 
ern California ranch. 


Howard and Kenneth Hawks acted 


as best men. 


Neither Miss Love nor 
Hawks 


have been married Before. Both in 
applying for their marriage license, j 
gave their ages as 3S. 
••• | 


A reception followed the church 


wedding. The couple announced no 
plans for a honeymoon, although 
they let it be known they would 
have 2. brief one. 
^ 


KD looked at 
B&rfth. curious- 


ly, puzzled, a. little Irangriiy, 
as fc» helped her into th« 


car that sh* bought. 


"I'm not driTinp," 
«he told him. 


"3Tos are. I want you to hear the 
hum of th» motor from close range 
—and Tm tired after that fracas." 


Srse -waited -until the car Ijad start- 


ed dcwn. the road before ehe mention- 
ed having, told the group she was en- 
gaged to marry Ted. 


""Well, Ted, for an adoring accept- 


ed suitor you aren't very talkative,1 
she said lighUy. 


"I'm still 
dumbfounded, 
orer- 


come with my luck. Did you . 
did you mean—" 


"Siilyi I didn't mean anything, of 


course! She was after you, and 1 


• -wanted to save you a. bad half-hour. 
; That was all." 


But her eyes, dark 
and velvety, 


were hurt and 
questioning - if he 


could have eeen them. She 
herself, not for what she had doi:i>, 
but because she had so -wanted him 
to verify it and to make it real. 


"Ob, so that Tras it?' 
Ted asked 


slowly. 


"Why, yes. You didn't think I was 


throwing myself at your 
feet, did 


you? I insist that a man do the ask- 
ing himself." Still that gay, gallant 
laughing manner. 


"I see. Of course, I won't bind 


you to your announcement. You are 
a darned good sport, Sarah. I wish— 
I wish—Oh hell!" 


Sarah smiled softly. Then he was 


upset over it! That sounded welL 


"What do you -wish?" 
she asked, 


and leaned forward so he- face with 
its soft crimson lips and 
rose-petal 


skin -was very close. 


"I wish that you hadn't said that*" 


hs blurted out. 


"Oh-h-h-" she sank back limply. 
"2*0, no, I didn't mean it that -way. 


And fellow who wouldn't want to be 
engaged to you is an ess. a 
fool! 


Only ... I mean . . ." He stepped 
on the gas and the car flew over the 
road, faster and faster. 


Sarah, quiet in her corner, -waited. 


"What did he mean? • 


He slowed down after -while and 


looked at her, T»aif sheepishly. 


"Terrible luck to have appeared en- 


gaged to me, isn't it?" she said flip- 
pantly. 


"Yes." BTe answered slowly. "To 


have to appear engaged. "Want to 
break it now?" 
• "I can't, for awhile. AVe've got to 
make Martin Clinger and Geraldine 
believe it's the truth or that female 
•will be on you again and where wo- 
men are concerned men are so dumb 
Teddie." 


"I'm not so sure of that, Sarah," 


he answered promptly. "Sometimes 
we have lots more wisdom than -we 
get credit for." 


The -words brought her to herself 


at once. Sarah Slade, you dumbbell, 
she told her inner self. 
Making a 


man see that you -want him to. pro- 
pose to you! 


.The -word brought her to herself. 
She laughed gaily, though. "Don't 


worry. I'd I'd had the slightest idea 
it -was to be binding I'd have shut up 
like a clam. But we'll have to play up 
in public for awhile, anyway." 


"I never -was very good at pretend- 


ing. That's more 
of a." 
woman's 


game," Ted answered, frowning. 


XEXT: Sarah Slade anfl Ted Mer- 


ryruan make a bargain. 


The 
bridegroom, 
"William 
B. 


Hawks, a son of Mr. and Mrs. Frank 
Hawks, formerly of IXeenah, is the 
nephew of Mrs. "William "VanXort- 
wick of Appleton. He formerly made 
his home at Jseenah. 


The Tinymites 


By Hal Cochran 


O 


Alahoe Oe ... 
............ 
Sherwood 


Elmer Depraz, Harold Depraz, 


Irene Depraz 


Variations, Old Time Drii!. . Accordian 
Down by the Old Mill Stre-r-m. 
Laura Kolberg, Sylvester De\V"ilat 
Takes You. 


Young people from the Consrega- S BO:V'S ln ^urple.Orchestra, 


the leader ana Arthur Schroeder will o_her OT^tammenw 
act as speaker. 
The topic will be S-.^t f-' "^ °^ 
- 
Tenth's _Xeeds That 
Christ Can ! ^l *e tce ^^^ at ^e 11:3° £erv- 


Heet. Jlildred ^.einstedt will ore-! 
sent a vocal selection. 
',: t:onai, Methodist, Presbyterian, Bap- j 


A Homecoming meetir.g of the! tist, Episcopal, Ersanuel Evangelical j -p x /-i T 7^0 T'f^ 
TJf~\T T1 


Christiari Endeavor society of Me-land First Reformed churches will; -&.£ivjr.L/.&o JL\J ti\JLjLj 
morial Presbyterian church will be! participate. 
held at 630 Sunoay night at the ] A committee made up of ore repre- 
chuxea. The meeting 5s to be in • seatative from each church, working 
honor of tee young people wao are j under the direction of the Rev. W. 
3iome irora school for the holidays, j "W. 
Miss Margaret Bond will be 
leader and the topic will be Tain; 
That Touta Xesds That Christ Can 
Supply. 


CLUB MEETINGS 


A Christmas party entertained 


Daughters of the American Revolu- 
tion Friday afternoon, at the home 
o! Mrs. F. V. Heinernann, 217 
2f- 


Green 
Miss 
Margaret 


H, my/' cried Scouty. "I'm 
surprised. 
I never, never 


realized that Santa Claus 


would be so nice. This bicycle is 
great. It looks real strong and ought 
to last 3. good long time. 'Twill trav- 
el fast and with it we'll have no es- 
cust for ever being late." 


And then to Mister Elf he turned 


ahd said, "I've really always yearn- 
ed for something aandy, just like 
this. And now it is our own. "With 
four cute seats 'twill take us all. If 
we sit tight "we will not fall. I -won- 
der if it's built too big for me to ride 
alone." 


"Oh, no you don't:" another cried. 


"When it comes time to take a, ride, 
we all will go together. That's the 
only way that's fair. 
"We'll travel 


quickly o'er the ground. It makes 
no difference where "we're bound, I'm 
sure that it will stand up straight 
and take us eafeiy there." 


The eif then said, "That ail de- 


pends. You know, a bike ride some- 
times ends with just a silly little 
spill that flops folks on the ground. 
"When, peddling at the proper gait it 
isn't hard to ride one straight. The 
trouble comes, however, when you 
try to turn around," 


"Well, anyway, well try 
this 


Helen "Wills, world's amateur women's tennis champion, has a new title 


now—she's Mrs. Frederick Moody, Jr. 
The tennis queen and her hus- 


band are shown hera leaving St. Clement's Episcopal Church in Berkeley, 
Calif., just after the wedding. Moody is a San Francisco broker. 


ing rwtaaimat to admit Paul Bob*> 
MO. Mr. HuttoM 4«d*r*d tU* 
*a *ettoa iMkMi LonAoa took 
too* fa. th« tjtu of Europt, mad 
ia tb* «/«• of BMBT Americans. 


LODGE NEWS 


Th* Wfular meeting of Applctoa 


Encampment of Odd TeEo-vrs took 
place Friday night 
at Meaasha. 


Forty member* were present. Rou- 
tine business was transacted after 
Trtiich the il«nasha lodge entertained 
with a smoker. The next 
will b* held -Jan. 10 at 
when Installation, of officers Trill 
take place. 


York—A conscience-stricken 


citizen, who evidently evaded the tar- 
iff and desires to start the Eew year 
right, has sent a ?109 fciii anony- 
mously to the- customs. 


Tom Byrne, notary public in aad 


for Milwaukee-co, -was an Appleton 
visitor Friday. 
"7 


Ota 
Week-end _ 
Special 


Assorted 


- Specials 


Neapolitan 
- Supreme 


.Caramel — Strawberry 


Sherbet — Chocolate; Mil- 
waukee Brick, Maple Wal- 
nut; 
Messelrode; Strawber- 


ry — Grape, Sherbet — 
Vanilla. 


News About New Books 


DIANA, b5' Emil Ludwig. 


Keview by Eleanor Evans 
Sometimes a. writer "who is not a 


novelist writes a better novel than 
the so-called master of his art. He 
doesn't know the taboos 
of the 


game; he cares little or nothing for 
the conventions -which more formal 
novelists must obey; pays EO atten- 
ion to recognized lengths of chap- 
ters, books or episodes. Such free- 
dom many writers would give the 
world to possess. And only one book 
written this year has achieved it— 
3iana, by Emil Ludwig, published 
by the Viking Press. Ludwig has 
used up two volumes worth of space 
with one of the loveliest character 
sketches it has ever been our good 
'ortune to read. 


But, of course, Liidwig is not a 


held against him 
-while -with 
his 


right hand he caressed her to re- 
sponsiveness and with his left he 
toyed -with her curving throat—" 


Each page holds a picture you 


won't soon forget. 
"We intend to 


read the book again at the first op- 
portunity, and we recommend it to 
your instant attention. There is no 
lovely thought of art, mythology, 
Poetry, or music that is left unsaid, 
and you are left with the feeling 
that you have passed through a gal- 
lery of portra beautiful poems,"beau- 
tiful music and beautiful thoughts; 


novelist, primarily. He loves ideas, 
and he tosses them about like the 
famous Mamma - of Little French 


firl—like toy balloons -which ever 


and again come back into his hands 
o be tossed anew to another re- 
ceptive mind. Diana 'is a tale of a 
girl, Tyho, like the goddess--whose 
name she bore, -worshipped freedom; 
mt she also worshipped love. Poets 
and wantons, socialists and diplo- 
mats, soldiers and artists 
pursue 


the elusive goddess on a chase -which 
eads through the capitals and so- 
cial haunts of Europe—Venice, Ber- 
in, 
"Vienna, 
Athens, 
the 
love 


;harmed shores of the Mediterranean 
and the intriguing towns of the Bal- 
jans. The book -was first published 


German as two separate novels: 


3iana in. 1917 and Meerestille, Ro- 
man eines Deutschen Prinzen, 1918. 
?he completed novel has just been 
published 
in this country, trans- 


ated by Eden and~Cedar Paul. 


The plot of Diana is not impor- 


tant. It is interesting, true, but not 
jalf so intriguing as the characters 
-vho talk and -walk across and be- 
nind the scenes. 
The old idea of 


>rincess and nobility is personified 
in one man; business of the twen- 
tieth century in another; bolshevism 
and socialism in & third; and 
the 


military, roue, artist, and poet play 
oieir parts, as satellites in the fol- 
owing of the lovely Diana, 
who 


eems 


Ritchie read a Christmas story and thing," said downy, 
'-"Come, let's muscular legs pressing the red-brown 


NEW YEAR PARTY 


The annual Xew Tear's eve daace 


of Fraternal Order of Eagles will 


iliss Irene Bidwell led the singing) 
of Christmas carols. The sum 


,ve oar fling. I'll get up ia the 


first seat and peddle good and fast." 


to stir each man to .higher 


ambitions, and greater glory as she 
oves or befriends him. 


Ludwig is a continental. He is 
rank about many 
things 
-which 


4ng!o-Saxons taboo. 
However, he 


nas described love and Diana -with 
.elicate fingers and sensitive heart. 
Frankly, his pictures of his char- 
acters are unsurpassable. For ex- 
ample, we give you this quotation 
about the socialistic, peasant Rus- 
sia: 


"She saw, h:s powerful right "hand j 


wielding the bov.% the fingers of his | 
left, agile, cexierous, drawing vi- 1 
brant notes from the strings, his 


Seen in ?iew York 


Charles Edward Russell 
("SYom 


Sandy Hook to 62 degrees") spinning 
yarns, over a, -wine sapper, about the 
days when, pilots -were heroes and 
newspaper men, sang songs aboard 
sinking- ships. . . . The lines of lit- 
erary follc forming on Christopher 
Street since Lyle Saxon ("Old Louis- 
iana") returned from, fabulous New 
Orleans. ... A thousand business 
and professional women gathered at 
the A. "W. A. Clubhouse to hear Dr. 
Ira S. "Wile and several other au- 
thorities talk -on "Marriage 
Modern 
Manner."" 
Ann 


in the 


Knox 


("Vallejo Kitty") at almost any the- 
atrical opening. ... Alice 
Eobart ("Pidgin 
Cargo") 


Tisdale 
rushing 


from a lecture engagement to keep 
a radio date. ... "Vera Caspary's 
"Ladies and Gents" in almost every 
theatrical producer's 
office 
along 


Broadway. ... A group of the lit- 
erati working on one of the precious 
advance copies of A. H. 
Sakier's 


'*Pinwheel Puzzles," -which are due 
to replace cross-word puzzles after 
January 1, 1930. 


"In fiction, Fannie Hurst's Five 


and Ten and Francis Brett Young's 
Black Roses are the only 
serious 


rivals to High "Wind in Jamaica," 
according to dispatches from abroad 
about English 
best-sellers. High 


"Wind ia Jamaica is the English title 
for Richard Hughes' The Innocent 
Voyage. All three titles are Harper 
books. As soon as Mr. Hughes re- 
turned to London, by the way, he 
aroused considerable discussion -with 
an article in the Evening Standard, 
protesting over the refusal of a lead- 


FlAEFXLHCME 


Voigt's 


Drug Store 


Probst Pharmacy 


E. W. Bethe 


E. Hoffman 


Thayser's 


Drug Store 
New London 


i Hotel Kaukaiuia 
I 
HOTEL CHILTON 
Bj| 
Sunday, Dec. 29 


|j Special Limcrieoii $1.00 
g Served from 12:00 to 2*0 P. M. 
M Served from 6:00 to 7:30 P. M. 
s 
• -BYuit Cocktail Cardinal 


B Celery Hearts 
Jumbo Oiives 
g 
Tomato Bouillon 


Spiced Crab Apples 


'Roast Young Tom Turke, 


Dressing, Cranberry Sauce. 


Roast Leg Lamb, 


Currant Jelly- 


Tenderloin Steak: Saute, 


Mushroons. 


__ 
Roast Watertown Goose, 


jg 
Fresh Apple Sauce. 


~ Prime Ribs of Beef Natural. 


Au Gratin Potatoes 


Candied Sweet Potatoes 


Peas, Bonne-Fernnie 


lettuce and Tomato Salad 


3000 Island Dressing 
Parker House Roils 


Apple Pie 
Boston Cream Pie 


Chocolate or Butter Scotch 


Sundae 


French Pastry 
Raspberry Jello 


Fruit Cake,'Vanilla Ice Cream 


Imported Swiss Cheese 


Salted Wafers 


Coffee, Tea, Milk, Postum 


Telephone 11 for Reservations 


I 


worid, between his knees, and sil- 
houetted against the carved bacs of 
a chair once occupied by a Venetian 


meeting will be 
ia January. 


'id fourth Fridayf 
£-ac31 3itt3a T-n>" too"x 


The elf then said, "Don't try to race. 
Just take it rather easy and go 
'long in one straight line." 


The church council 
of 
Trinity i 


English 
Lutheran 
church 
raet i 


Thursday night at the parsonage j 
for a. special session. Routine bus:- { 
ness was transacted. 
i 


PARTIES 


Mrs. W. A, MaltEes, Haniman- 


, entertained her club Friday aft- 
j dances such as two stens, otsaflriHes, 
I waltzes, and circular two "steps. 
! ernoon at her home. Twleve inera- 


j 
; 
] bars -were present. Prizes at games 


Kelen Werner will be the leader 


at the meeting of the Christian En- 
deavor society of First 
Reformed 


church at 6:30 Sunday evening at 
the 
church. The topic will be 


-Touth's Xeeds That 
Christ Can 


Meet. 


The regular meeting* of the Senior 


Olive branch 
Mount 
Olive 


"Walther league of 
Lutheran 
church, 


•cheduled for 7:30 Tuesday evening, 
Jj&s been postponed until the fol- 
lowing- week due to the holiday sea- 
*on, it -was announced Saturday 
morning-. 


Lawrence Oosterhaus entertained 


at a holiday card party Friday eve- 
ning1 at his home on Wisconsin-ave. 
Schaikopf, bridge, and rook were 
played. Harold Schroeder. won the 
rook 
prize, Harry 
Parton 
was 


awarded to prize at bridge, and the 
schafkopf prize went to Karl Ek. 


1 The guests included Dale 
Clifford, 
| Snaley Zahrt, Harold Schroeder, 
j Clifford Burg, Wilfred Tock, Volney 
' Bnrgess, Vincent Burgess, Francis 
Thompson. Ervin Roocks, Robert 
Mortimer, Karl Ek, Jerome Watts, 
Harry Parton, Alfred Ventur, and 
David Watson. 


Brussels— Marie Jose is- taking 


tome Belgian soil with her to Italy 
•when she s°cs to become Hie future 
•<iuecn. A small bag of sand from la- 
- panne, where she stayed with her 


during the war, is a wedding 


' 
'" ' 


The Crystal room of Conway hotel 


was the scene of a pretty winter 
formal Friday evening given by the 
Mises Helen "Wolf, Evelyn ixmg and 
Doris Hoffman, Glen Hoffman, Rob- 
ert Ashman and Robert Wolf. More 
ihan GO couples were present, in- 
cluding many guests from Milwau- 
kee, 
Oshkosh, Fond du Lac, Nesnah, 


^ McnaaUa and Kaukauni^ Musis wag 


were won by Mrs. Arthur Schroeder, 


provided by the Broadway entertain- ! Mrs. Mary Peters arid Mrs. Elraer i 
ers. 
Schabo. The next meeting will be j 


Tiraes kept a good tight hold and 
all did 5ust what they wers told. 
While Blister Elf ran by their side, 
they sot along just fine. 


Mrs. R. W. Schlegel, 514 Broad- 


st, Menasaa, entertained at a formal 
dinner party at her home Thursday 
evening. 
Appleton guests included 


Mr. and Mrs. Robert Hettinger. 
George and Karl Baldwin, Misses 
Eleanor Johnson ar.d Florence Dow- 
ner, 
and John Hettinger. 


Mrs. 
J. B. Thomas, 932 E. College- 


ave, 
entertained at r' dinner party in 


the Blue room of the Conway hotel 
Friday evening-. .Twelve guests were 
present. 


The T. O. P. club was entertained 


at a 7 o'clock dinner Monday night 
at Conway hotel. 
During the last 


course, Santa Claus appeared and 
distributed gifts to the guests. Bridge 
was played and prizes wero awarded 
to Miss Arlclc Rictn and Miss Irene 
Zicglcr. Miss Agnes Rcdlln will en- 
tertain the club Jan. G at her home 
at 525 N. Pateman-»t, 


next Friday with Mrs. H. F. Hall, 
X Oneida-st. 


Miss Constance Garrison, Lawe-st, 


entertained the G. C. club Friday 
evening at her home. Xine mem- 
bers -were present. Games were 
playc-d and prizes -were won by iliss 
Doris Everson and Miss Mary Rog- 
eic. Mrs. L. C. Sleeper- was a guest 
of honor. iThe next meeting will be 
Jan. SI at the home of Miss Bea- 
trice Meyer, Winnebago-st. 


Mrs. 
James Wagg, E. College-ave, 


will be hostess to the Xovel-History 
club at 7:30 Monday evening at l.er 
home. Miss Annette Buchanan will 
read from "They Stooped to Folly" 
by Ellen Glasgow. 


A G:30 Christmas dinner ontcrlnin- 


ccl the members of the Xovel-His- 
tory club Monday night at the home 
o£ Sliss Annette Buchanan, K. Col- 
lege-aye, . Eight meaibMT 


Tinymites leave the elf be-; 


hind in the next story.) 


sent. 
The evening was spent in- 


formally. 


A number of relatives and friends 


surprised Mr. and Mrs. Louis Schwab 
Friday evening at their home at 912 
"W- Elsie-st, 
The guests included 


Mr. and Mrs. Joseph Kein, Sr., Gene- 
vieve and Joan Hein, Eiack Creek: i 
Mr. and Mrs. John Walters, Louis | 
Walters, Robert Heckle, and Cora 
i-emke, Seymour; Mr. and Mrs. John 
Hein, Jr., and daughter, Mary Ann, 
Mr. and ' Mrs. 
Cicero; Mr. and 


Ferdinand 
Koch, 


Mrs. 
Henry Lam- 


ers and daughter Mary Margaret, 
Appleton. Cards and music provided j 
the entertainment. 
' 
! 


to C!ilcn:;o T!r.-.r;:u.-;y aflcr spending 
Cii!rs!.iTi.is with 
her 
parents, Mr. 


and Mrs. Frank Zschaechner, S. 


•re-. State-st. 


cSee Glearlir 
17/2G Gommg 


The Xew Tear win be bright- 


er, more cheerful, with the 
better vision our glasses give. 
William Keller, O.D. 
William 6. Keller, 0. D. 


Eyesight Specialists 


Over 25 Tears of Optical and 


eye experience. 


V'l W- Collrsc Ave. 
2ml Fioor, IMionc 2? 13 , 


Open Evenings 
by Appointment 


Johnson Says 


Kiglit noTT- TrMle tie cnil- 


dren are home front school for 
vacation is a good time to loot 
their slices over careful!". Send, 
them to Johnson to "be Eebnili 
and put in first class shape "be- 
fore school starts again. 


Try a Johnson 


"H£-Shine" , 


The Greater 


E WSPA.P.E.8 
EWSPAP.E.RS 


Saturday Evening, 
28, 1929 
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End Review Of 


Metropolitan Life Insurance Co. 


orflCE — BWM StS. W*bfe Mfe. Afvtefcw 


"Not Beet kMMM Bfece** tat Krtcrt fcecMue Best" 


— APHUETOX REWUESENTATmsS — 


R. 
KASTEX 


TeL 3CM-K 
W. 


C. 3t LITSCHER 


•22 W. Summer 
TeL 1403 


A. C. PAHL 


327 X. Unwood 
TeL 9626 


A, B. SKIBBA 


US S. Victoria 
TeL 3331 


H. W. STEFFENHAGEX 


9M N. <3»rk 
TeL 2773-W 


L X. STKXGKR 


339 X. Union 
TeL 138* 


NEXT FEW MONTHS 


WILL BE PERIOD 


OF READJUSTMENT 


Business Is Still G o i n g 


Down Hill, Babson Pointsi 
Out 


AIR MAIL SERVICE 


MAKES RAPID GAINS 


Washinston 


strides ot th* «ir 
shown striilnjij- 
postoS-ce department Scurec on 
dents to air mail contractors. 
as» carried and 


7-5,3 r 


io»a service ar» 


comparison of 


o.9 Juns report shoiirs Jl.lSi.481 


A LUBRICANT 
Tor Erery Need 


MARVEL 


OILS r— GREASES' 


Northwestern 


Petroleum Corp. 


Appleton, Wis, 
Phone 1803 


XMASS CARDS 


\\1ietlier It is religions pMIo- 


sophy, hnmor, £Ood cheer or deep 
sentiment that yoa seek in your 
"personalized'' Christmas Cards, 
you will find your preference here 
in oar •wide selection. 
Chris. Roemer Estate 


Printers Since 
1-SS7 


Phone 1790 
119 So- Appleton-St 


Applelon, Wis. 


was paid to contractors on th« air 
| nail routes of the country, coinpar- 
j ed with 5447,541 in Jane, IS2S. A to- 


' ' t 5S8.4S4 po-^nds c* rsail wsu 


BY ROGER W. BABSOV 
'^ft*3 2,156,121 miles durinsr ih- 


Babson Park, Mass. — We-' •»9"9 J -pT~0'^0?fa^t 210-s'}7 Poar-ds car- 


thas certainly been exciting- enoughC-o °-0-°* ^^ Q Ja-"-e a y«ir 
•for anybody. Profits and lo«<5es have'1"*- 
,beea mace—both 
cf them "in '»r~»L-"^r E=a:1. extractors, the reports 


ELIMINATE ASHES, 
'RAIL EARNINGS IN 


DIRT; INSTALL NEW 
LAST QUARTER SHOW 


QUAKER OIL BURNER DECIDED DECREASE 


George Wiese Handles New Expect Much of Loss Will t 


Heat Plants Here Exclu-. Be Made Up as New Year ££?!£?? eS^f ^ ^ 


RED UNIONS PROFIT 


THROUGH FRENCH LAWv 


-~ per cent, more than in, the corre-! Paris —0*2— The cwsnti^Ist po- 


>c.31zs raenths of 1S2S and earned jiitical war chest is thriving? on eaarr 


:oday a net loss 
report ec 


last iuor.th 
of j *—E 


Tcrk , ions 


sively 
Advances 


i volume, and in some case^ bv~t£e >?™K' receive subtly more than Jl 
'-^ **"*="*. ^^^-^i^^Sl/^w^f6 -"-12^*^ 


Comfort in cola weather 


heat, and if you have l-een 
your hea; from a. coal stove. 
Sort has been gained through crticjr- 
ery—because it Is rej>! crjugery to 


re all through 
tho 


means 


cor 
?«,.,'" 


all that can be clone to 
I 
•»*•••"•> 
»^— 
VST-'-iT^ 
tu» iiici.a.?j 
*r^V i • 
*iu, 


sa good year and now we ars so"a--' ~" . ye?5' : 


j ins- away 10 the start of an e^a^l .year staadicg 


is &>-.» **"! "VTiR-«"- according to Georce Vies*. 
i ai-*iau!h«d ot the Wiese K«---*ias «•-"> 
, 
"- »» rtiQ \v fAiiA^.-.*-.^ 
."stem entr- 
ies the year, the mileage July i this 


conferences wlih business leaders are X™ ^~,H. - - ™ 
„ 
sorer. Evervbodv >>as t)-omi=-d -o do |~°-*- ;Nearl> -».oOO miles o- — ^_^, 
' •- - 
- 
" "s prom-*-* -°Q*°! routes were added to the system dur- at b19 ^' Collcje-avo. 


3.?? 
-.«. tfV . *nf* fHft Y^Kr- 
»V»A «-r*;l.-»««... 
-T_.t 
•* 
A ^ - _ 


at 14,345 miles. 


Quaker Bumeii hcatl::? 


handied exclusively at the 
Wiese Plumbing shop. a:c : 
heat circulating- cabinets 


p..i:::s. 
(.ieorse 


BV CHARLES F. SPEARE 


Copyright, 1529. by Cons. Pre--5 
Wall Street, New York —fCPA)— 


'Financial He view anj 
Outlook)— 


i£st.mates cf earnings per share on 
:r<3:\:<2u.i! railroad stocks prerareJ 
•-t the t'::si c* September and fo'io'-v- 
:::c nine K:P::;::S of ih* i.iost sans- * "'•-'"':^- ^-ts?our!-Kau 
Mr.tory results since 1525 AM" ha% o ' Lou5s-S-:-s I'r.'.ncisci.'. 
to Lo adjusted t^ the ci:s:;-e t:>..it ! aTlvi tireat 
Xjrtherri 


that they cxhSbJ-. the ser.erci"trend .hisher trib"j"als- 
in ihe east alr^acy shewn ly the 
Fcrserly, v.hen cartre: 


Pennsylvania. Eait.=aor*> ar.U 
Ohio " 


and otlitr competitive I_nes. In the 
southwest, the effect ot =:r—I>r sh-ts- 
:r.en*.s c' agricultural t rvi^its. :ner- 
clsajiuise. and oii are rc:Ie»t- 1 :n the 


of t-:? Te:c~s a:-'! 
-, enttos 


.* 


Dry Hardwood 


- Dry Softwood 


Knoke Lumber 


Company 


Phone 868 
Unwood Arenae 


Belting, Ke-sv and 
Old 


Pipes in All Sizes — Clothes 
lone Pipe Posts — Culverts 
and Barn Posts — All. Wool 
Paper Mill Felt Blankets — 
Structural SteeL 


L BAHCALL 


Meade-Commerclal Sts-, Appletan 


Phone 1794-W 


er the situat!o:i since 


c--nr;er c' ISC 3 a period of s::::t!!est 
comrarative r.et cammss :n sevoral 


tua iv^esc possjij-e course in . . 


i meeting- tho impending- ceoression in t!!at Iroin "°^" ' 
i business that anv statesman co»!<i i ab!s to o53Iaisi- = 
! J, 
- 
! ' 
" 


stock speculation. 
Indications are 


on, ousir.ess tviJi bo i 


credit at more \ and beauty, 


Tho Quaker 
Buruo.i t.-.vuL-itcr 


MoUsl 160 brings to tl'.e ho::-.-- a ::*".•.- 
conception of comfort. co:ivo:i.o::c-% 


TI.o effect ot this recasting of ac- 


courts v..:; !-e to bring down carn- 


5. per tharo but so 
r?vc:r,:es in the th'st 
; !;-,c >>\Tr th.it t!:i« 


::ot !c:us. to a:iy 


'City Southern. j>outhora Pacific h.is 


t loea &!:::.larly a:Tec:ot!. b'^t hke th^ 
. Pennsylvania, it s'.ows 
for 
II 


sr.or.th-s a lar^c inargia of net earn- 


l'r<eliiii.nary reports 


ed the iaw, ths lower court enforce^ 
•J. r.ne :n favor of the i:r_;n cf $LC9 
for ca-h employe afTects-i. ^luch ->u"o- 
:ic.:y caused this to c-e re-i—Cvfaut 
the principle stanCs. 


•ery c-ise on spjeal is reversed 
tl.* '-n.er.s are allo—ed ''dcral** 
:s-3s of 4 cents, iarge esploy- 


- 
. 


-: --.I t:.o canvases are no: t^ great, 


st: re- 
of col- 


-:^« :ro::s $1 ! 
!,i:^'^ v, «.-:v 


!-r;>.fr.c 
!:io!:;!i t-o:h 
;:!•» latter :t^ 
t«o:n ot" :h-^ 
\\ rathe:- \\h: 
«.';>''r.tt.::g c? 


; to additional 


L>ecenii>cr 
ostcs this 


g:o^s a:ul ::ot. with 
affected ;:i n:ai:y seo- 
Certified Headlight 


Testing Station 


Rubbtr Slumps 


Harriman Stamp Company 


PLETOV WISCONSIN 
It Pays fo Have Tour Hat Cleaned 


103 W. CoHeee Ave. 
Phone 293 


GLASS 


For Automobiles and 


Fnmitnre Tops , 


Appleton Glass Service 


214 E. Washington St. TeL 3838 


GROTH'S 


Keys Made, Lock and 


General .Repairing' 


305 W. CoIlege-ATe. 
Phone 772 


•• Novelty 


Cleaners 


215 E. College Are. 


TeL 623 . 


ESPERT DRY 


CLEANING: 


701 S. Bonnfls-St, 
TeL 4216 


Fox River Boiler 


Works 


General Boiler Repairs, Smoke 
Stacks. Structural Steel For 
Buildings. Steel Tanks. Sheet 


Iron Work. 


Located Northwest of 


Appleton Junction 


ol V.'.f 


stock market kas given a 
dramatic and spectacular impetus to 
the down-.vard trend in. business, vet 
fundamentally this <lQvrnward~ino~ve- 
ment was not aitogether caused by 
the stock market crash, aor did ir 
foliow that casastrophe. 
Business 


has been soins- down hill si 
July, and it has been ^oin^ dov,-n hi!i 
as a. result of the ineviiabie Law of 
AcUon and Reaction. We have had 
aa extended period 
of prosperity 


with the Babsonchart showing s. five 
year area o£ practicaliy unbroken 
good business. It is only logical that 
sooner or later 
some 
rest period 


from this fitful era of over-expansion 
would take place. Consequently, vre 
must not assume that there is anv 
magic method, however well inten- 
tioned, that can by waving a wand 
turn--IS30 into a. year of rosy pros- 
perity. 


Goverrsmnc construction 
projects, 


new public utility developments and 
other channels through which any 
labor surplus is to be absorbed dur- 
ins the coming: year will, o° cours° 
take up some of tee slack. Unfortun- 
ately, however, our economic ma- 
chine is too cumbersome and clumsv 
to be easily and quickly turned about 
by any palliative 
measures of this 
sort. Under an ideal economic sys- 
tem v.-e would, of course, have no 
peaks of prosperity 
or pits of de- 


pression—but that time 'is still be- 
yond the horizon. Meanwhile, as long 
as we continue to push our prosper- 
ity upward to the point where it be- 
comes inflation, v,-e must expect that 


position of the Federal Re- 
serve Banks. For some time these 
have insisted that member banks liq- 
uidate their borrowings. 
Moreover, 


the system has lightened the pres- 
sure on. money rates by increasing 
its holcirjss of bills and government 
securities. These operations tend to 
ease money. Another development is 
recent conferences at Baden-Baden 
which center 
around 
a move for 


cheaper world credit. Lowering- the 
Bank of England rate indicates the 
trend. Large interests are trying to 
prepare financial markets for the 
flotation of the German Reparation 
Bonds. In order that this operation 
will be tally successful, money con- 
ditions must be- favorable. For some 
time to como 
comparatively low 


money rates should prevail, and busi- 
ness and agricultural needs should 
be met more easily. 


GOOD BOND MARKET 


The easing of money rates and the 


blow dealt to speculative 
excesses 


have created a most favorable situa- 
tion as regards bonds. It may seem 
ridiculous, in view of the propagan- 
da of last year, to say a good word 
for the old fashioned bond. For two 
years past the investing- public ot 
America has hardly been on speaking- 
terms with, our fixed interest secur- 
ities, but I prophesy that we are in 
for a year which will be dear to the 
bond salesman's heart. 


"Wise investors nave already ac- 


cumulated good lines of bonds at 
pretty "attractive prices, and the bar- 
gains will soon, be disappearing. A 


1713 E. Wis. Ave. 
TeL 611 


CA Wisconsin Accredited Hatchery) 


nve years American 
business has 
! been considerably above normal. 


I have had a. great deal of pres- 


3 j sure brought to bear upon me during 
• ! recent 


Siewert Auto Trimming 


Shop 


AH Kinds of 


AUTO ^TOP TRnDIIN'G 


514 N. Appleton St. 
TeL 1089 


Chas. A. Feuerstein 
F&st Class Upholstering 
and Mattress Renovating 


715 W. Harris St. 
Phone 408 


The Old Location 


Wisconsin Distributing Co. 


Phone 3500 


WHOLESALE FRUITS 


and 
PRODUCE 


weeks to issue "optimistic" 


rather than "pessimistic"' statements 
on the outlook. Xov.- it is none of rnv 
| business to be either optimistc or 


I pessimistic. I would be false to my 


I responsibilities to the American pub- 


I lie as a statistician if I colored my j 
economic conclusions with auv tinge ' 
of unwarranted optimism on the one ,' 


of the bond 
line shows that 
or less steadily 


since early in 1928 until they got 
doi«n to 1325 levels last fall. 


Since then they have, 
of course, 


rallied a, little, and the lower money 
rates I have referred to should give 
a gold bond market for 1930. Re- 
member also, the growing equities 
behind many bonds today. 


In passing, I call your attention to 


semi-investments, in the shape of 
convertible bonds. Convertible bonds 


Its heavy copper alloy steci bojy. 


riveted by the crawn rivet pro-ei"---. 
is air tight and gas tight. A :..rge 
capacity 
humidifying: pan 
i* in- 


stalled where casiiy accessible. It is 
equipped with Quaker special vatue 
which automatically 
controls 
Uie 


oils supply. It also comes co,u:p;-c--.i 
with two five gallon fuel tanks." 


Cleaning out ashes, shaking the 


fire, carrying coa!, building 
new 


fires—these are not agreeable task* 
to look forward to when winter bo- 
gins. Day in and day out you !;u:si 
perform these tasks In coH weather 
if you have a coa! stove. 
is the price you must par fv «,*V ' :l'!W««*«« carri 
when operating coal stoves. 
[tru!Sri; "ne syste!T 


But now—you can have comfort \ 


:raf::c that the ro.ids 1 • 


;uio ::i their 1530 re-! • 
particalariy true of j • 


:he systems !:i the t:«»tthwcsi -whoso 
currer.t earnings arc 
a:!5onK 
s!:c, 


ivoreti rctit!\e!y of any being pub-1 
lack of tho jrraiij crops in tho l>is- 
spriKsr whe.it states a::J also on the 
Pacific coast. 
: 


It :s tho t'cc'ir.g or some o* the : 


ira.:'P.c :r.pjiat;ers in tho east that 
tonnage out of tho industrial cen- 
:ors th.it is j'.:?t now scant \\ill move 
i:j greater than 
seasonal 
volume 


r.est year when the effects of the. 
present business recession ha\ o pass-! 
C'l o\ er. 


WESTEBN GHOUPS POOREST ! 
T:»C .«Jsci\\iuc; of the northwestern ' 


r<>,!,:.--. «>f tho Anthracite coa! an.! 
I'ltoinobJIe carriers 
and 
of 
the 


fr.\ on'J'Ic for 


v. v»re 
trar.t-' 


without drudgery. 
The modern 


(ho poorest ot all 
: American groups. 


oil models will solve it. There ii 
special design and size for each spc-1 
clal service. 
" 
I 


cent while its 
smaller than 


ems for Xovember is 


of 
the 
various 


Great Northern, 


decrease 


a net 


Northern 


gross of 1-J 


net was 37 por 
in 
the 
same 


SAFE! 
SILENT! 
DEPENDABLE! 


Save With 


ICE 


LUTZ ICE CO. 


PHONE 
227 


Ness to Hotel 


Northern on 


Appleton St. 


Phone 
241 


COMMISSION 


EMPLOYERS 
MUTUAL INS. 


\Vausaa 


Workmen's Compensation, Public 
Liability. Automobile. Contingent 
Liability. KJevafor. Teams, Per. 
sonal Accident. 


H. T. NOLAN and 


H. J. WHITE 


409 Ins. Bldg. 
Telephone 3254 


month of 192S. The St. 1-aal came 


able factor alone cannot at once ofT- wit!l a sross dc-creass of a 
attic j 


set the g-eneral lack of confidence ' ovcr •> Pcr ccnt a"d a reduction in ; 
that -will exist as far as ne\v build- i not °* ~s Pcr cent. The Soo Lino | 
ing- is concerned. Public works and "' hatl *:s net cut exactly in two. The j 
utilities look the most favorable of 
•• Chicago and Northwestern had only I 


all the building groups. Mr. Hoover's ' nominal losses in gross and net and j 
program can be applied 
to a. great I til° Chicago 
and 
Great 
"Western I 


able to shov.- Ijoth higher 


and net than a year aco. 
Tl!O carriers of hard 
coal 


*>ac!c on November as one of 


M-— — C3- *—*»» *_»j_ti. *j-^ tfcJ^^JitCU 
Cv it, fei CiiL I *•**-• 
^-'•••v- 


advantage in this respect, and after a i c'-'cn wa: 
few "weeks industry should feel the i sross an 
effects of: this practical 
and v.orth 


while movement. Later, the favor 
ible financing terms which will con- ] 
tinue to exist should bring a certa;ti 
amount of other new building into ' 


look 
their 


poorest months. The Lehigh Valley 
Buffered licavily, altitough its earn- 
'nss were affected materially by the 


Kimlark woven Rugs — Kimtwils — 
Kimvals — Kimmats — Kimdahrs—- 


Kimthros — Kiinwears 


Manufactured 
by 


KIMLARK RUG CORPORATION 


XEEXAIl. WIS. 


those sections where it is most need- j —i-.aller shipments 
of 
automobiles 
Qd. 
I which Hgtire conspicuously 
in 
its ; 


Conditions in the motor Industry traffic. 
Tho gross decrease of 


Diamond T Trucks 


Sales and Service 


Ed. Barber 
Auto 


1300 
E. Wis. Ave. 


Service 
Tel. 2S30-W 


and issues 
stock purchase 


oppor- 


are too well known 
to need any 
r°»d was 20 ;>cr cent with net o.t CO j 


comment. Automobile production is i I'-r cent. The Reading had a de- i 
already being sharply curtailed b> 1 crcaso of about 7 per cent in gross i 
cause of what has happened in tfie|v-'tii a loss in net of G4 per cent. I 
stock market. Moreover, the indur- j Tiso Erlo SyKtem s-jfTered a cut m j 
try is faced with 
overproduction, i gross of about 9 per cent although ' 


The second-hand car market is soin--! it earned more in November 
this • 


A. E. BEIGGS, E,M. & B,C» 
5IASSEUK and CHIROPODIST 


Hours: 
«:30 to 5-30 


Sundays and 
Evenings 


By Appointment 


131 E. College Ave. Over Voigt's 


Tel. lies. 27.19 — Office 79S 


thing which will need to be work:-d j year than IP. the same month 
of i 


Day & Night Towing Service 


— and — 


Mechanical Road Service 


Phone 82 


PEOTTER'S SERVICE 


unnecessary pessimism, 


the other. I can only offer you the i 
facts and state, where possible, what: 
! they indicate. And after 
I are 


Wi 
pects 
touch 
ifac- 
' 
STOCKS IX READJUSTMENT 


a particularly desirable medium for 


on ! those who have funds to place in 


semi-investment securities but who 
may hesitate to buy stocks at the 


out. Orders for cars have been can- j 2327. For tho first time in manv ' 
celled and there will be a. consider- ' months the Pennsylvania system Sri i 
able number of repossessions. 
This ; November experienced smaller gross i 


of new cars and some price cutting, j 
—• • 


This applies to the automobile, tire, i as far intact as possible, even though ; 
and accessories 
concerns as v.-^U. i the tola! pay-roll may be smaller. 1 


BERZILL & KLING 
SODAS — GROCEKIES 


— Distributors — 


SCIILITZ 
BE%'ERA(;ES 


301 X. Appleton St. 


M-L.O-TONE EADIO CO, 


Repair laboratories 
for 
ail 


makes of radios and accessories. 


Expert repair service on all 


electric receiving and recording 


Tel. 3373. 
812 S. Eeraan Are. 


New business will tend toxvard small- j 
er and lower priced machines. I look 


Frank J. Pardee 


Decorating 


Paper Hanging' 


424 W. Commercial St. TeL 4513 


Painting 


Pentecostal Evangelical 


Church 


113 W. Harris St. 


SUNDAY SERVICES 
3:00 and 7:45 P. 3f. 


Peter Jepseib, Minister 
Teh 4360 


After what, we have seen In the ! cape them: 


urge investors, 
in the craze 
for 


i stocks, not to let bond bargains e. 


SOME .SHOULD IMPROVE 


I have just spoken of the necca- 


»• the better 
m.'aceliar.c- 


simiiar 
merch- 


shoald do well 


hopeful that such 


FOR DEPENDABLE AND ECONOMICAL 
TRANSPORTATION 


RIDE THE BUS 
COACH LINES 


Service between Appleton—Neenah and 
Kaukauna—and All Intermediate Points 


Wisconsin Michigan Power Co. 


1923 stock market IT. is foolish for 
anybody to say that 
ibrium can again 


'_ tabiisaedL Throughout 


j ter such a boom and colossal collapse | declining- trend in general commod-, .,.___ -„_,..-„..,«« T,-™-* 
| as we cave witnessed, a. period of re-! itv prices is, of course, 
inevitable *^-L - °f"™ 
P 
J~' 


.adjustment and founda-on building j during 1030. Competition is going to jSusine^^oSr ablution, but „. 


°r j mobile lines. Inasmuch as it will t ike, long- depre.wd lines as textile-5 and 1 
'-• itime to bring- out any cor.sideraole [sugar will turn for the better. There ' 
demand from these 
i.wo lines, tr.2 ; arc also some 
INDUSTRIAL, PRICES UQVTEP* 
steel industry will have to draw rno:'i- 


'.-Ill n:.s> i rate of iKf-roasc :n consumption may 


e fo.-c-:srn - be checked, but the radical stop tik- 
r-n in California to cut o:! pro'Iuc::t 


R. S. GIVEN 
— JEWELER — 


Watches, Clocks and 


Gifts 


Kxpert Repairing 


333 W. CoIIese Ave. 


New York Life 


W. Frank 3IcGt>wan. 


Charles C. Baker 


104 E. CoL'cse Ave^ Appleton 


Phone 54 


Market Garden 


&. Floral Co. 
We Specialize in 
FLOEAL PIECES 
and Sfesery Stock 


1107 E, Wisconsin Ave, 


PHONE 1696 


C. A. Vandenberg, JE*rop. 


QUAKER 
FUEL OIL 
HEATERS 


Garage Heaters 
I^-aUed S70 


Plomber 
G. H. WIESE 


PLUMBING 


Hione 432 
619 W. College Are. 


Appleton 


earnings, j. believe that while the ury goods and 
non-essential lines, 


market may have temporary fiuctua- The outlook is for general business 
tons up ar.d dow«. the averages will i activity to slacken stil! more over 
not .".oid their position on tf.e raises,! the next few months. The extent of 
PUL will drag at times to low levels ', the drop sri business arid 
in the first mor.ihs of 1"j", 
rJ. Of coursa, 


:n individual cases stocks may La%-e ca'jso 
the stock 


positions. 


FARMING SECTION SALES 


Aa to sales, the farming; sce-jon*, a pcor->. in the 


on tfos whole, offer loiter opr/ortun- r.iKi.t 'is-*'?,™. •• j 


I :t:es than the ir.dustrial areas. Tr.e 
' direct effect of the market crasn :s, 
, of course, 3j<i.ng f^t in the urban 
roarxe, crash, area3 ^^ the brun{. Q, ^ ^ 


iter be- 


HARLEY-DAVIDSON 


Sales and Serncs 


Harry Macklin 


Bldg. 
TeL 510W 
E. Johnson St. 


Robert A. Scfcultz 


Masonry & Concrete Work 


Ask Cs for Estimates 
1233 W. Lawrence St. 


- j onornic activity and 
Don't try to put a:i year man- ! cictal could be heia around eighteen 


r-or.-cr and pis bu?!nc-ss :s vi>ry %•_ 


Jn many respects, then, we arc. as , 


'•morr.Ins: after the J 


R'it .\mf>r:>a !" the 
f 
that :t I:as 
ahva;. s , 


irmr.^ some valuablf 
•n we have ti^rrs f;il- 


1891 — 38 YEARS — 1929 


That's a Ion£ time to stay in the plumbing 
game and still have friends. 
RYAN & LONG 


Phone 217 


the market at once. Take yo^r. cents. Those in control have certain- 


tune and make caref-j! studies. 
', ly dons a. good job at this, but you 
I cannot buck fundamental trends. 


Agricultural and related products 


i 
(2) Investigate earnir.^s a^:3 yield. 


"If the coscpaay 
is not situated to 


r;culturai sections the more favorc."->;t 
from s. sales' standpoint. Moreover, 
during an 
Industrial 
de-pressror., 


goods decline, agricultural prices can 
always be maintained at more 


looV: t'.an there has been 
rriOr.th^. Let u^ hop-2 


ail so \f-t\.~f, to work fine! 
'I..i?cn?e ,n rr.aksti^ two 


Jori; 
This is what ~>"'.ll Lelp irjake 


btis.~«s3 Ioo'< bitter a year from r.ow 
thari It <-;;c3 tcday. Moreover, If tlt.s 


T.ent oprortunities dur.r.g IjZ 


that our fc:r-,- 


a'.teiKpt to 


blades «f i 


SLABWOOD . . S3.00 per Load 
KINDLING . . . £1.00 per Load 
SAWDUST . . . Sl.OO per Load 


(For 
Bedding or Packing) 


Konz Bos & Lumber Co. 


Tel. 2510 


SAVE YOL'K FURNITURE 
E. H. MUELLER 


TeL 2222 
3!3 E. Wash. St. 


CABINET WOSK 


LYBIC RADIO 


Hendricka-Ashauer 


Tire Co. 


512 W. Cot-Are. 
Phone *&OS 


Riverside Greenhouse 


Get 
yo*ur seasonabla 
Flowers 


from the Riverside Green- 
house. TeL 72 and 3012. 


The Hoffman Construction 


Company 


General Contractor 


Phone 693 


Appleton, Wisconsin 


1 RFT-KILLOREW 
A Electric Co. « 


115 S. Superior St. 
Phone 221 


Selling's Transfer 
LOCAL and LONG DISTANCE 


.VOVING 


Each Load Insured 


Phone 731 


James H. Balliet 


INSURANCE. 


110 - 112 W. College Ave. 


tne American, public should 
have | buyer's cue to order Sightly and keep 


yearned sts !es?on relative to buying!close tabs on business developments. 
^stoc.Ks on borrowed monsy this past j How much business fails off and how 
, 5 ea.r. 
x 
j^.^. prjces -^m go ^,-,1 1,% indicated 


IIfc.-iLTHl^ JIONET SITUATION 
generally by what 
happens in the 


1 
bujjdjngl> 
steel and 
automobile in- 


dustries. 


SEES PUBLIC BUILDING 


"What about the building indtwtry? 


Considering it one f t the maj«r in- 
dustries of the country, we must fac^ 
tho fact that the total 
amount of 


what about money rate?, on 


which so much depends this coming- 
year? The most healthy monetary sit- 
uatio-i for a long time now seems 
safely established. Money rates over 
tho next few months should average 
.somov. hero ?round 
i»rr.s 'lit k-vcln. 


; n--- j-r^niljp , the mo«t healthy mono-1 c-cnstruction in 1330 will prolnbly br> 


, tary iituat:oii for IM.UH rno,i!j..=, but untlt-r 
levels of the i>a.st ' v. \Ja-s 


] it docs not mean 
exceedingly 


money. 
Cold ij going out o: 


c?unt^ to belft foreis7i credit 


necessaries of life will get f.rst ca!L 


EMPLOYMENT CONDITIONS 
T "c."" V^tch your credits and push ij 


AUhougn I do not look for any im- • Collections with discrimmatin? vigor : 


mediate distress due to unempk>y.' Shape your advertising and selling' 
me-nt. >et there will be an increasing ] tc conform to ehar.eed conditions. " 
available labor surplus ir. practically ' 
3 More gf-ntlcmen 
v,i:i 
prefer 


all lme-s dunng 1036. President Ho,,- hon(:s in i530 than was the ca?c in 
vers efforts arc aimed in part to 1:00. Get 
your full quota of well 


meet this situation and to tho <lr?rec-. chosen bonds before the market &d- 
that they are successful uncmploj-11 vance-s. 


SIMPLEX PISTON RINGS 


Always stop OH Ptmipin?, Piston Slap, Compression Loss — even 


in the worst worn cylinders. Kesnlts guaranteed for 10,000 miles. 


Distriboted by 


PUTH ATJTO SHOP 


827 VV. CoUese Ave. 
Phons S5 


Contractor 


Builder 


1130 
W. Stli St. 


Appleton. YHs, 


JUNCT'N GEEENHOUSES 


Prop. 


13C2 Carver SL 
Phone SS-S 


Floral Designs and Cat Flowers, 


We Send Flowers by \Vira 


Anywhere! 


Member F. T. D_ Appleton. W3s. 


nient v.-ill be less severe. But even i •!. 


easy 
this 


where workers may not be dropped, 
lessened hours of Inbor may be net • 
c.= -ary. as industrial r.'tivily «,:.u-\- 
ens. 
Tlj:.a v. ill rr.e.iii a waf e 1 M I 


that lull find the JITCK. \itf <]. unite!' 
\Vhila elieapcr money will p 
encourasre speculative I.uiMinsr. par-j on the downward 'side, 'although" all 
v* SMS 


P.emunbcr that those who dis- 


Mpitc thr-ir funds on tho rallies will 
find thf-mpclvcs empty-handed when 
tl • !ii-» f-toc 't i,n/-sa!na como. 


.'.. 
In i:i."0: JM!;-_- chaiKrs instc-ad 


oC t;ike chances! 


, 1329, Publishers Flnan- 


Peerless Paint Co. 


PAINT PRESERVES 


and When Yon Paint to Preserve 


You Beautify 


Phono 375 
118 N. Bennett St 


SMOKES 
CANDY 


GOLDVS 


"First With the Latest" 


Novelties that are new & amusing 
MALTED MILKS 
HOT DOGS 


105 So. Appleton St. 


HEINBITZ SHEET METAL 


WOEKS 


Furnace Kepairins: asul Cleaning 


BKILLIUN FL'HNACES 


Estimates Cheerfully Given 


Phone 185 
307 W. College Ave. 


EAT YOUR 


Plate Liuioh 35o 


— At — 


NOTASAS BEOS. 


Coney Island and Chili Honsa 


315 W. CoUk*e Ave. 


KWSPAPERl 
•IWSPAPERi 


•1; 
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Neu) London News 
Manawa Boys Return From 
"Tour" Of Western States 


239 MEMBERS JOIN 


RED GROSS CHAPTER 


PLYWOOD BOWLERS 
"We treat 
California 


HOLD LEAGUE LEAD I to see . tho state, and stayed there 


Mexicans ive Trouldn't have nad so j 
much trouble. Then, too, our money I 


• - 
- 
- - i three days and nights, including one j gave' out- It took a lot more than 
New London — The .Plywood bowl- -s flrtifi.htf;13"j j^gj,* in a Los Angeles lire expected because we paid SO or 


cart statement made j 40 cents a gallon in souse places for 
rly) Sears, 18, upon I gasoline. "We couldn't drive over the 


- - 
- 
• 
. 


•c-i 
$451 


, 
was i 


Arwell (Cur: 
return from a month's trip 


ENTERTAIN LODGE 


MEMBERS AT PARTY 


Children's Program Is Given j 


at Odd Fellows Hall Thurs- 
day Evening 
j 
ers still lead the city's 


} league, having won two out 
< 


RCDOrtS Total nfUames froln **"* "Wolf Valley 
I lw|*rvl fcw 1WMU 
wi * ^^^^^ T^"*-^/!^'- 
*>vorMno- 
TZf*~~e*'>r*<z 
i *"** --~-~- — -.--— — 
— 
. 
^ 
-- . 
-— 
— 
_ 
n 
r» it ji 
— i_wrsaa.. 
e-ie^a—o- 
_>tic«.-^. j ...^ west coast. His companion on s were forced to go several hundred j lodge were entertained at a chil-: 


• Campaign Called] are a game behind the leaders. .They f tho, iour ^.^ ^Q^^ ;«colai, 19, of I extra miles on that ac 
' woa two out of three 
*•--• 
< 
. , 
evening fro- 
*-e »vrn of Lebanon. 


The 
Ieft •xsaa;mL in 


I/ondon — "With an enroll-! 


Bent of 23S paid memberships, the] 
treasury of the Red Cross chapter; 
reported ?45i>39. During the recent j 
NEW LONDON 


PERSONALS 
drive six representatives 
vlsiiedj 


citizens here saeuriag 5245.55. Of] 
this amount, five contributing- mem-] 
teisliJps azsssnting to $25 were also ] 
XCTV London—Richard Jiilson, a 


secured- Fifty cents of the amount j student at Marauette is spenc:ng the I 
from each membership was sent to j holidays at the home of his parents, ] 
national headquarters, the remain- ; Mr. and Mrs. Lea Jillson. 
i 


der being retained by the local chap- i ^JT. and Mrs. Louis Kurzvesai are 1 
ter.-The Xew London chapter's |en'e-'tain'asrMr. and Mrs. "p. S. \ 
share amounts to $152.55. 
(Walsh of^VorinfieW. 
Minn.." who 1 


Those acting on the soliciting com-1 a^,!VPg ^ora w=ih ii"= 
Catherine : 


miite&; Included Mrs. Boris Kickert, f T^^ve^k!. " Mr" and ~Mrs. 
= 


Afj!«?s Adeline Loss, Miss 
Isabele j "^ T_.;7i "^i; Sir. and Mrs. 


Schoenrock, 
Miss Selsna 
Rohloff, j •wr'-'-i.son 
Mrs. J. J. Bums, Mrs. William 
ton-and Mrs. Oliver Brooks. 


to j mountains because of the snor.- and > Shiocton—Members of the Kebekah " 


lodge were entertained at a chil- 


icount. 
| ren's party at the Odd Fellows hall | 


"Vie traveled through that "Wyom- j Thursday evening. A program -was ; 
g gumbo until the car -wheels be- j given followed by the exchange of \ 


\ small coupe with just $50 in cash be-1 came so SHed up they wouldn't turn. I gifts- About 40 members were pres- • 
1 tween them. The believed that the j After we passed through the worst j enr. 
j 


i ?50 •would carry / them to California i of that, we took the wrong road out! The fourth number of the- local; 
1 and that they would be able to £"<! 1 of Ogden, Ciah, and had a lot of J high school paper 
"Chief Shoic's i 


j work in thai state. 
- 
j trouble in the desert." 
j Quill" was published by the Sopho-! 
| - "A white man has a hard time j "Couln't get water for ourselves j mores under the direction of the fol-; 
finding a job in California, especially j or the machine lots of times- Fin-j lowing staff: 
\ 
! at this tune of year," Sears related. | ally we pulled into Im!ey, Xevada, j Editor, Ar2a Volentine: 


GLINTONVILLE MAN 


BURIED THURSDAY! 


| burnt out connecting rods and with- • tor, June Pooler; junior class editor, j 
! out a cent in our pockets. There I j Dorothy De Xob!e; sophomore class I 
I so'd. the car for $15 to a Mexican. {editor, Jcanita. Ratsch; freshmen j 


"After that we just bummed, slept j class editor, Michael Lutz; sports edi-! 


The U." S. Pccos, one of the navy's oil tankers 


{in jail's nights, and spent as little | tor, Lawrence Gi-key; general news 
as we could for eats. Gee, there's; reporter. Le-ona. Bucd. 
; s. lot of 'bos out v.-est. 
"We never) Mrs. Laura Twitchell is entertain- 
: crawled into our side door Pullman * ing as her guests daring the holi- 


NEW LONDON 


SOCIETY 


jLast Rites Held in Villagej£ 


Seth Putnam and George- Rupple j 
grjfj interment iS 


were business visitors 5n MSIwau-V- 


nOtnOniB 
! Sears and Xicolai stayed in Ca!ifor- i Los'al TwiteheH, Chicago. 
nia three or four days and n^ide the? Mrs. Emma Budd left Friday 
discovery that jobs were scarcer than; nins for Green Bay to spend the win- 


EDITOR'S XOTE: Tnsi Js 
thejit-on and 
twelfth of a series of articles on the *. 
reneral stores on occasion. 


as compared with that of Great 


; kee- Friday. 
i 


'; 
Mr. and Mrs. Henry Houk and son, f 


j Phillip, of Daveaporr, 
Iowa, who | 


S spent a few days with relatives here j 


days, Mr. 


to 15 fellows ahead of | Lemnon, ^ 


( us. Some of them pere pretty hard i Aberdeen, S. 3D.; Mr. and Mrs. "Wi!-! London. 
• but most of them were good gents." j liam Cavanaagh and Mr. and Mrs. j 


lbaitalloa C 0 e r e sfce 


Special to Post-Crescent 


Clintonville—Funeral services 


London — Miss 


entertained Thursday evening 


i. J. Tilieson. who died at St. Mercy 


!, 
held! 


state at the church from S:30 to 9:30 


- -»«' two weel. wer 


at al voting her son, Bert Haskell. "Wy- hrO!a V10 


Christinas party" in honor of Mrs. j jr.,,,,..-" 
i Tnursoay 


"Wallace ' Brown, 
Oshkosh. 
Two j 


tables of bridge were in play, anus 
prizes were awarded to Mrs. 
Zflhner and Mrs. Ben Hartquist. 
lighted Christmas tree and 
holiday decorations 
featured 


party. 


szresgth of the" tr. S.~navy, especially i *>ut ar© usually lafien v."ith bunker 


oi!, cargo oil, "fuel oil, cargo gaso- 
line, lubricating oils and kerosene. 
During battles they are supposed to 
be kept -well out of the line of fire. 


Most oilers are about 475 feet long 
gasoline stations with and some CO feet ia beam. They are 


RODNEY DUTCHEB 


eve-1 Bloating 
large cruising radii are ai import- 


they were at iiome. They decide<Jfter months at the home of her sis- aEt Parfc ot a r-aY5'- T|!US the 


following an ill- t;me their colnbir.ed capital was re- 


he Methodist church at 9:30 fro"m town* to own","saylng'in cars as I Christinas 
iay morning. The body lay in j 
^ t, 
cou,d gtand ^^ coW_, and ilrs_ 


to return to ilanav.-a, and by that ] ter Mrs. Oliver Day. 


ilr. and Mrs. Louis Schwail en- 


They hooked freights ] iertainetl the following guests at 
a 


as dinner "\Vednesday, Mr. 


Roj- Timmreck 
of Bear 


"When their money gave out entirely J Creek: Mr. and Mrs. John Schwa!!, 
they depended on handouts for some- ] Xev London; Mr. and Mrs. A. X.. 
thing to eat. They worked a day or • Ford, daughter Deloros and 
son 


two for a construction company at • Lloyd, Mr. and Mrs. "A- E. Ardell. 
Clay Center, Kansas, and earned-'a daughters 
Doris Mae and Shirley 


Frank Albee, who travels for a tor here_ 


Alfred Hoag, Oshkosh, former pas- 


A regular business session or the j shoe company, is spending the holi- 


"Women's Relief corps Friday alter-) ,javs at the home of his sister, Mrs. 
Pall bearers were H. "W. Anthes, 


Marc Stieg, F. E. Ruth, A. A. Trash- 


was followed by. a discussion [ TT, 33. Cristy. 


of plans .-for the open installation of! iijss Vivian 
Thomas, 
a former 


officers Jan. 10. -A "noon luncheon j resident of this 
city, has 
arrived Kfenomonie, Wis, where service 


•will be served followed by forma! j frOm her home ia Rochester, Minn., | j,eld on Fr:cay morning, con 
ceremonies. 
janfi will snend several days here. 


- 


_ 
, 
.. , „ ., .. 
The regular meeung of the Catno- 


lie Women's sn.dy club will be held 
nertt ^i^r- Scripture reaoirg tej 
Miss Alice Mulroy will oe lollowea , _,, 
by current topics given by each \ 
member. Mrs. R. J. Small will give I 
a paper "Thoughts for the 
2Cew 


. Tear," and a violin selection vrill be 


followed by a discussion of "The 
Tabernacle" by" Mrs. John Brahan. 
Mrs. Austin Christ will speak on 
Character Development in Children, 
and Mrs. Edward ZiUmer .will fol- 


Mr. and Mrs. 
C. M. Jeffeff 


vs at the homes 


Mrs. Paul Luker 
-all ta stauntoa. 


burn, M. B. Lendved and Dr. G. "W. 
Spang 
The bc3y was taken to 


es were 
ducted 


bv the Rev. Alfred Hoag at the Ol- 


GS, for 
al- 


most half a century a resident of the 


low this ~ith a discussion on the 
history and" significance of the al- 
tar, the crucifix and candles. A so-1 
cial hour, as usual trill follow the 
study hour. 


Twenty-four couples will join in. 3. 


Tear's era frolic at Legion hall 


Tuesday 
evening. Dancing 


and .supper will entertain. A gen- 
eral committee is in charge of the 
affair. 


STEVE €IJAK LEASES 


GARAGE AT DARBOY 


Special to Post-Crescent 


Darboy—The Darboy Garage own- 


ed by Leo Gregorius has been leased 
by Steve Syok of Sere, -who will op- 
erate the same in the future. Mr. Sy- 
ok is adding a new line of ecroipment. 


Mr. and Mrs. Marrinas 
and Eva 


Hendricks, Kaukauna, Mr. and Mrs. 
Martin Dietzler of Appleton were the 
guests of 
Mrs. Eva 
Dietzler and 


John. Dietzler -Sunday. 


T£e first" dance of "the winter sea- 


son rwill be held at 
EupfauTs hall, 


Thursday, Jan. 2. Dances will be held 


to-KTi of Royalton, died at his home 
in that township on Christmas morn- 
ing of heart disease after an illness 
of less than &. 


Mr. Zirbel was bom in Germany 


in IS 61 and came to this country 
with his parents when about 
years old. They lived in Milwaukee 
-a short time, then spent ten years 
on a farm near ^New London, and 
have resided in Royalton township 
since that time. Mr. Zirbe! was mar- 
ried to Miss Frances Hoffmann of 
Manawa at this place in 1900. 


Deceased is survived by his widow, 


one son, Arnold, at home, two daugh- 
ters, "Mrs. Orba Ora of Royalton town 
and Viola, at home, and one grand- 
child. 


Funeral services wlll'bs held Sun- 


day afternoon at the Royalton Con- 
gregational church and interment 
will be in the Royalton cemetery. 
. The marriage o€ Miss 
Gertrude 


Miller, daughter of Mr. and Mrs. 
Ernest Miller of Little "Wolf, anu 
Anton L. Brotr" of Oshkosh took 


son Funeral home. Interment was 
in Evergreen cemetery in that city. 


Mr. Tilleson was a native of Dodge- 


co having been born near the city 
of "Waupaca, July 12, 1SGO. He was 
the son of Mr. and Mrs. Jens Tilleson 
ancl when a small boy moved with 
his parents to Elk Mound. 


On August 25, 1SS5, he married 


i -uiss Julia Myron, Menomonie, -who 
survives him. 
Tbree .daughters and 


one son survive; Mrs. "Walter A. 
Evers, "Wausau: Selmer J.-Tilleson, 
city; Sirs. M. B. Larson, city and 
Miss Esther Tilleson who teaches at 
Oshkosh. He is also survived by one 
brother, Christian 
of srenomonie 


and one sister, Mrs. Peter Paulson of 
Minneapolis. . 
' Mr. Tilleson came to this city in 
1915 where he purchased the store 
of ^Schmieaeke brothers. 


A short time later he purchased 


the. department store and building on 
the south side of- A. "W. Servatius, 
where he conducted a large business 
ever since. 


Announcement has been made In 


this city of the marriage of Kenneth 
Munsert, .son of Mr. and Mrs. "W. L. 
MuriserL. cf Oconto Fails and grand- 
son -of "Mrs. M. L. Munsert cf this 
city. His bride-"was formerly. Miss 
Helen Virginia Waiters, daughter of 
Mr. and Mrs L. M. Waiters. Chicago. 


j^v. 
evening, during i a. 


jihe winter season. 


Mr. and Mrs. Mike Palm entertain- 


ed at a Christmas dinner for the fol- 
lowing guests: Mr. aad Mrs. George 


place at the parsonage of St. Paul's 


Lutheran church here, Satur- 
evening. The Rev. R. A. Kar- 


] pinsky performed the ceremony. At- 
tendants were Miss Irma Miller, sis- 
ter of the bride, and Harry Brotz of 


Pahn and family, Menasha; Mr. and 
Mis.- Joseph "Williamson and Miss 
Amelia Palm of Little Chute; Mr. j * 
and.airs. John Kortenhof of here. 


Mr. and Mrs. Mike Schrieber en- 


tertained, at a family party on Christ- 
mas; thirty guests 
beiag present. 


They were Mr. and Mrs. Frank Diet- 


Milwaukee, brother o£ the groom. 


The bride, a graduate of Manawa 


high school in 1927, is now teaching 


in TaDey school near Fre- 


mont. Alter the close of her school 
nest spring, Mr. and Mrs. Brotz will 
make their home in Oshkosh. 


The marriage of ISIiss Doris Cottrill 


j of Mukwa and Kenneth TV Van Or- 
zen and family, Mr, and Mrs. Phillin 
- _ 
,. 
. , 
, 
_ 
DietzenanafamBvaadMr.andMr.; I num of Koyalton took -place Taurs- 
Hennan Schrieber -of here; Mr. 


- 


y evenSBS a£ st- John"s ^PJ 
cirurch ln ^ 
s.-- Carl Beck, and famiiv ana F-ed * cirurc ln 
evr -L-onaon. ixev. F. S. 


Schrieber of Menasha; 
Miss CJara ! ?ayton» pastor of the churc'n' of' 
Xooyen, Duck Creek; Manin Wi»r= i uc&il"S~ They will make their home 
Kaukanna; 
Mr and Mrs Llovd i in R°3ralton- ^s. Van Ornum is a 


Fielzs and- famiiv and Mr and-"\I-<= j memfcer °f the faculty of the grade 
Jacob Welters and family, Aopleton. ] sch°o1 ^ t!:at ""^lase at the present 


The Misses Hilfiegarde and" Angela j tirce- 
_ 


. Wittman . entertained a 
numbe- of ; 


friends at a Christinas party at their ! TWO SHERWOOD WOMEN 
home Thursday evening. Cares and 


TOWNOFMUKWAGIBL 


WEDS RQYALTd MAN 


Special to Post-Crescent 


: Boj-alfon—Miss Doris Cotrill of. the 
town of Mukwa.who teaches in the 
state. graded school hers, and Ken- 
neth Van Ornum of this place were 
married on Christmas day. 


Miss Dorothy Crane of S.an Diego, 


Calif.r -who teaches 
in the Junior 


high school in Green Bay was the 
Christmas guest - of Mr. 
and Mrs. 


Arthur".Ritchie-.-'She will spend the 
remainder of her.vacation in TTey- 
auwega and in Chicago visiting her er and Daughter of Potters. 
Eastman cousins in that city. 
j 
' 
_• 


Several masons from here attended 


joint lodge meel-ng in Hanawa Fri- 
day evening. 
-. 


Mr. and Mrs. Fred Stratton and 


baby.of Ogdensburg, Mr. and Sirs. 
Sheldon of Xevr .London were here 


to attend 
the 


fev.- dollars. Their experience, and Ann and sons Gerald and Kenneth of 


V10US. 


"But I'm through with this bum- 


ming," Sears 
has 
concluded. 
"I 


don't like sleeping in jails, I don't 
like to walk so much, I don't like 
to go hungry more than two days 
at a time, and I just haven't crust 
enough to ask someone to give me 
something to eat. When I get an- 
other job I'm pretty sure I'll stick 


they have had plenty in the past Menosha, Mr. and ..Irs. Edward Ar- 
month, would make Jim Tully en-|deil and Mr. and Mrs. T. H. Lyons 


and son Roger, Shiocton. 


Miss Gwendolyn Koepke of Fond 


du Lac, 
is spending her Christmas 


vacation -with her cousin Miss Eve- 
lyn Rousseau. 


Miss Edna Mae Town, who teaches 


at Kremlin, Mont, arrived Tuesday 
morning to spend the holiday season 
with her parents, Mr. and Mrs. F- O. 
Town. 


3Ir. and Mrs. Emil Wolfjneyer en- 


tertained the following guests Christ- 
inas Day, Mr. and Mrs. Claud Brezill 
daughter Bernice and Mr. and Mrs. 
John Enrico, Black Creek and Arthur 
Sommerfield, Milwaukee- 


Albert Rousseau, daughter Evelyn 


and their guest Miss 
Gwendolyn 


Koepke of Fond du Lac spent Christ- 
mas with 2Cew London relatives- 


Miss Lucille WUcos: left. Friday 


morning for a weekend visit at Mil- 
waukee and Ripon. 


Christmas guests at the home of 


Mr. and Mrs. Louis Booth Wednes- 
day were Mr. and Mrs. Milford Stef- 
fen ' and Mr. and Mrs. L. Steffen, 
Hortonville; Mr. and IMrs. Harvey 
Feisnor, Green Bay; Mrs. 
Sarah 


Booth, Dace Henry 
and daughter 


MaSge, Shiocton. 


Miss Harriet Cclburn, who .is em: 


ployed at Chicago is spending her 
vacation at the home of her parents 
Mr. and Mrs. Frank Colburn. She 
was accompanied by Miss Elizabeth 
Williams of that city. 


Mr. and Mrs. George penn enter- 


tained as their guests Christmas day 
Mrs. L. Krapz and Mr. and Mrs. E. 
E. Vincent and daughter Marguerite, 
Green Bay. 


Mr. and Mrs. 


BRIUJOH 6IRL BRIDE 


OFMTTOOHBESIDHT 


Brillion — Miss Xorma Struebing 


of Brillion and Arno Behnke of Mat- 
toon were married at 4 o'clock Thurs- 
day at the home of the bride's par- 
ents. The Rev-. M. Sauer performed 
the ceremony. The Misses 
Irma 


Struebing and !Xora Behnke were 
the bride's attendants, while "Wilmer 
Struebing- and Alfred Behnke 
at- 


tended the groom. 


Only immediate relatives of the 


couple attended the 
wedding, and 


following the ceremony supper was 
served. The bride, a daughter of 
Sir. and Mrs. William Struebing, is 
a graduate of Brillion high school. 
The groom, a son of Mr. and Mrs. 
Joe Behnke of Rantoul, owns -and 
conducts a cheese " factory at Mat- 
toon. Mr. and Mrs. Behnke will be 
at home to their friends at Mattoon 
after Jan. 1. 


Mr. and .Mrs. Rudolph Kruschinske 


entex-tained relatives at their resi- 
dence on Christmas day. Out of 
town guests present were: Miss Lu- 
cille Kruschinske, £. Geirner, Mr. 
and "Mrs. "Wilmer Haese of Manito- 
woc. Miss Mildred Haese of Lecna. 


Albert Lau was a guest of honor 


at a birthday celebration held at his 
home Monday evening. 
Sheephcad 


was played and honors were won by 
Mr. and Mrs. George Voss. Twenty- 
five guests were present. 


A baby boy was bora to Mr. ana 


Mrs. John Pfluger. 


A surprise v.-edding 
celebration 


was held at the home of Mr. and 
Mrs. Charles ICanter, Sr., on "Wed- 
nesday, in honor of their fifty-fifth 
wedding anniversary- Out of town 


e<i States has 11 naval oil tankers, 
carrying fuel oil and gasoline in bulk 
to supply the other vessels of the 
aeet. 


Xaval oilers also carry ammuni- 


PROGRAM IS GIVEN AT 


WOLF RIVER CHURCH 


Fremont — A Christmas 
program 


was given at the "Wolf River Reform 
Hope church "Wednesday evening. It 
was directed by the Misses Hazel 
Hofberger and Irene Lautenbach. 
The program included: Prelude,, In- 
vocation, song, "Silent Xight." Sun- 
day school; recitations, Phyllis Xeu- 
schafer, and Eugene Schlerland; dia- 
logue, Marion "Wentzel and Genevieve 
Greening; duet, 2Ceva and Laveru 
Schmidt; recitations, Janice Schaifer 
and Eillen Leiby; solo. Vivian Sader: 
recitations, Marlyn Schauer, Ralph 
Hofberger and Enid Ubrich; dialogue. 
Xoel and Meivm Schmidt; panto- 
mime, "Away in the Manager," by 
Vivian Sader; Genevieve Greening 
and "Wilma Lautenbach. 


Recitations, Kona "Wentzel, Duane 


Sader; exercise, "Christmas Stars," 
Robert and Russel "Wohlt, Janet Boy- 
son, "Wilma Lautenbach, Ray "Went- 
zel; recitations, Bruce and Marjorie 
Wentzel; dialogue, Meryl TJlrich and 
Dorothy Wentzel; recitation, Margar- 
et Schmidt; song by the 
Sunday 


school class; recitations, Jean "Went- 
zel, Loretta Iseubauer; drill, Inter- 
mediate children; recitation, Herbert 
Grossheusch; solo, Meryl UIrich; reci- 
tation, Howard "Wentzel; exercise, 
""What the Star of Bethlehem Tells 
Us", by the Junior boys; song, by the 
chorus; recitation, Dorothy "Wentzel: 
pantomime, by the Sunday school 
class; recitations, Janet Boyson and 
Clemens Schmidt; musical selection. 
Lovjoy trio: song, Sunday school 
class; benediction and dosology ' by 
the Rev. V. Grossheuseh. 
; 


vessels of from 14,000 to f 6.000 tons 
and the largest one have a cargo 
capacity of 11,000 tons of oil. Their 
speed is from 10 to 14 knots and 
most of them are equipped witli 5- 
inch guns. Their crews consist of 
as many as 156 officers and men. 
Built during wartime, most of them 
cost between $2,000,000 and ?3,OQO,- 
000. 
The annual cost of upkeep and 


operation runs as high as §450,000. 


British naval oilers are owned by 


Admiralty, but operated by civilians 
and also used commercially in peace- 
time. Any tanker can serve as an 
oiler and the American navy main- 
tains its oiler fleet just so that it 
can handle its fuel in its own ships. 


T03IORROVV: Mine sweepers. 


ENTERTAIN FRIENDS 
• 
AT DINNER PARTY 


Ckcro—Mr. and Mr*. D»re John- 


ton entertained the following gueetM 
at dinner on Christmas- day: - -Mr. 
and Mrs. "\VtUiam Jenaeof and £an- 
ily, Mr., and Mrs. "Victor Land and 
daughter Kathryn 
of 
Seymonr, 


Miss Fern Johnston, and Harold 
SchJaegel of Green Bay, Mr. and. 
Mrs. Elmer Johnston, ana son Floyd, 
Miss Laura Kollath, and Bad Bod- 
ner of Appleton, and Mr. and Mrs- 
John Johnston and family of "West 
Da Fere. 
! Mr. and Mrs. Henry Roepek* 
j Christmas day dinner guests of'Mr. 
and Mrs. Loyd Tubbs of Seymour. 


Mr. and Mrs. John Ohm and «on 


Ivan of Aniigo spent Christinas 


I with relatives here, 
j Miss Alma Mueller of Appleion is 
| spending her vacation -with her par- 
' ents Mr. and Mrs. Robert Mueller. 


Arnold Schroeder and Richard, 


Fischer of Milwaukee, are 
spend- 


ing their vacation at their respect- 
ive horses. 


Martin Proehl a student at St. 


Paul Lutheran college is spending a. 
vacation with his parents, the Rev. 
and Mrs. F. ProehL 


Mr. and Mrs. James Powers and 


daughter Mary Beth spent Christmas 
day -with Mrs. Claudia "White of 
Briarton. 


Mr. ancl Mrs. Charles Helms and 


family of Seymour spent Thursday 
evening at the Richard Bunneister" 
home. 


The Misses Ellen and Ruth Bur- 


meisier and Archie Quads of "Wau- 
sau spent Tuesdav here with rela- 
tives. 


CHRISTMAS GUESTS ARE 


ENTERTAINED AT DALE 


Dale — The following- \vere enter- 


tained at the Charles Leey 
home 


Christmas day: Mr. and Mrs. Leon 
Lecy of Theressa, Miss Golds Kauf- 
man, Keenah, and Miss Clarice and 
Ira Lecy of Appleton. 


Miss VToIetta. Philippi Is emp!o3-ed 


at the "Victor Zachow store as clerk. 


Mr. and Mrs. Herbert Philippi of 


Oshkosh, Mr. and Mrs. Harold Mil- 
ler and son Stanley of Larsen spent 
Christmas 'at the Peter 
Phffippi 


home. 


Mr. and Mrs. Cleo Cannon and 


family, Sir. and Mrs. J. M. Heuer 
and family of Keenah and Mr. and 
Mrs. Ralph Heuer and son were 
Christmas guests at the Belle Heuer 
home. 


Mrs. Herbert Rieckman entertain- 


ed at a. 6 o'clock dinner Thursday 
for Sir. Rieckman in honor of his 
birthday. Guests were Mr. and Mrs. 
August Lena of Greenville, Mr. and 
Mrs. John Rieckman and family and 
Mr. and .Mrs. "William Rieckman 
and daughter "Viola. 


MM MAKE USE OF 


KIMBERLY ICE RINK 


- Kimberly—Chi!cL-en of all ages are 
taking advantage of their vacation* 
and the good condition of the village 
ice rink, by takins 
on the ice rink. 
their daily dozens 
Due to the large 


crowd of skaters, who keep most 
of the space busy. Officer Van laes- 
hout has warned all children to keep 
off the rink with sleds, thereby avoid 
ing accidents. 


Some of the reasons -why the- 


rink is busier than last season are- 
the fact that Little Chute hasn't a 
rink and many are trying then? new 
Christmas skates. 


The ice rink is back of the high, .'^ 


school, and is about 200 feet long- 
and 100 feet wide. Two large street 
lamps light up the rink for evening- 
skating. 


PETER DOOLEY FAMILY 


LEAVES FOR OSHKOSH 


SfephensTiUe—Mr. and Mrs. Peter 


Dooley moved then- household effects 
to Oshkosh on Friday. Their farm, 
has been purchased by Joseph Eett- 
ner. 


Sliss Clare Main, teacher. In the 


Sheridan school at Sheboygan and 
Miss Alameda Brboker, -Singer, ara 
'guests of Sir. and Mrs. C. P. "Main, 
over the holiday vacation. 


4 A Big Time C IT at 12 


Cor, Sun. Bed Hot Band. 


KUKSE LEAVES $63,000 


Mfltrankee — C43) — Though she 


was a. student nurse at Peter Brig- 
ham hospital, Boston, Miss Ethel 


j Byrne left an estate of approximate- 
) !y §63,000. This was disclosed •when, 
an inventory was filled yesterday. 
Miss Byrne formerly attended ,tha 
University of Wisconsin. 


F. O. Town and 


daughter Edna Mae were Chirstmas 
guests at the home of Sir; and Mrs. 
G. W. Deratoing, Xew London, 


Misses Esma Schwandt 
Beulah 


Locke and Rose Van Straten, •who 
are attending 
teacher's training 


school at Kaulcauna, are spending 
their vacations at their 
respective 


homes here. 
; 


Mr. arid Mrs. Henry Jones enter- 


tained the following guests Christ- 
mas day at" dinner, Mr. and Mrs. . 
George Jones, Daughter Veryl and - 
son Harland and Miss Dorothy Sper- 
nicke, HortonvIHe, Mr. and Mrs. Ed- 


M 


BUCK CREEK COUPLE 


" ENTERTAINS AT PABTY 


Special to Post-Crescent 


Black Creek—Mr. and Mrs. "W- L. 


guests were Mr. and Mrs. Otto Kant- j v-ar(j Conradt, sons Alvin and Ken- 


r.eth. Mrs. George Lonkey and Miss 
Ciara, Zschaechner, Shiocton. 


Dinner guests at the .home of Mr. 


j and Sirs. Mike Mack Christmas day 
i^ere Dr- aild ails- I^'Fayette 
Thompson, Maratowoc, Mr. "and Mrs. 
Joseph 
Baffum, 
Dr. 
Donaldson. \ 


^Monday evening- 
Christmas program in the Ccngrega- .' Laird of Ellington, entertained at a 
tional church. 
' 
• 
] Christmas family dinner. Tha guests 


A large crowd was in attendance, -^-gj-c ^nss Besse Sykes, Rockfora. WAUPACA f UMBER YARD 
Mr. and Mrs. Kenneth Lindsay and 


daughter Harriet and Miss Muriel 
ilc.uaus.alin, Saiocton. - 


HI.. Slissss Margaret, Dorothy 


AR|: 
Ailt 
AT DAPTY 
A I ran I I 


and! 
and I 
and 


j 01 Mr. and Mrs. A. "W. Ritchie on j ;yfrp. g. A, Laira and sons, Mrs. A. 


family of Manawa and Miss Blanche Grace Laird, Milwaukee, Dr. 
Lindsay of Manitowoc were guests j ;jrrs. j. j. Laird and sons, Mr. 
TO BE DISCONTINUED! 


music furnished the evening's amuse- 
SJ!?^, ^°s? Present ^e: Mr. and 
. Spepjal to Post-Crescent 


M.O.; Henry Scawaloacn, 
Mr. and 
Sherwood-Mrs. P. J. Miller en- 
Mrs.sRaeben Schmaiz, Mr. and Mrs. U 
-r . . -_.. , 
__ 
* 
..... 
«-i 
Jpan'Dietzen, 
Mr. and Mrs. Hugo 
WIttmann anfi -^- - - - ' - - T-^-.- jane< 
Mr. and Mrs. Henry Hnf-"—^ 
Mr! 


tertained Thursday evening in honor 
of Miss Elizabeth 
Brantraeier and 


Mrs. Clara Becker. 
Those present 


were: Mr. and Mrs. John Hartzheim, 


Friday. 


Mr. and Mrs. Edgar Etillman,-Mr. 


and Mrs. Fritz Kerkotski of, Oshkosh 


Laird ana daughters, Misses Leta 
and Elisabeth 


Mr. and Mrs. Edward i^ius® had , 


Special to Post-Crescent 


"«Vaupaca—After Jan. 1, the Kratz 


brothers, William and and Sam, will 
devote their entire lime to their lam- 


Mr, and Mrs. Frank Rafitke of Stan- the iO]i0tvIng as their guests Thurs- 
ber business established at Clinton- 


leys Landing were at the home of 
their mothers Mrs. Ida Stillman for j 
Christmas. 
. 
I 


, 
->_,.- 
Anna Probst 


Misses Ruth 


ft Brand 


j.AIinnie Kiuge, ^Vill^ Thorny and j COJ,vention o, ^ company d5strict! 
| chidren. Mr. and Mrs. "R. C. *.Iuge = 
hcM at 
WauBaca p;ant j 


• and children ana Mr. and -urs. H. A.; Q, ih - ^^ Manufecturil^. Co., on l 


Earrv Stum^t 
-o* ' 
r '7~"x~' 
~— j 
FUNERAL AT CAMBRIA ! HAifand Mr= G-ore» Emerich and! ChcrcMI^t. At least =3 ^ 
,, , - _ 
,-_. 
- ^J^--^ 
«oe!were played and r>r;zes awarded to 
; 
v^-u..,- j^iiic^v-.i ^ _ inressnt as tins session whi 


Mader i-red Proost and M:ke Ash-j :>Irs. JullKS Schmidt and Mrs. Mar%- 
Special to Post-Crescent 
i children, Appleton, Ear! Pe.ers. ^ii-jgiscuss the variotis problems that! 


auer Oi here- 
Mr. aT-.-l "rs. Ernil i iraurcr. ' 
"" 
Hortonvillc—Mrs. George. Roberts l^aukee, Mr. ar.d Mrs. R. C. Scnu^tz^^,^^ iho ^^.-.^ 
| 


Franz ana *~~~ ' 
_ 
-* John. \ ^^ Ch.risUsin -others of St.'John Heft Monday for Cambria, to attend land daughters. Mrs. Henry Schultz. j 
: 
J_ 
j 


^r. ana 
Mrs. George; church will sponsor 
a card T^artv | funeral services of her brother Horn- <wre S^ests at a Christmas oraner; 
_ 
- 
; 
; --=S=ter 
Elaine of:;Sundav evenjcc, Dec. 29 at Stora-'er Parr.-, on Tuesdav. 
("Wednesday, noon at ii-.e home of Sir. j eon guests \vc-5nsscay noon or Mr. j 


S :mers a-uditoritan! St. John. Skat, Five i Miss Marcella Hailer who is teach- i a"d >Irs- G- H- Deters. 
j and Mrs. _.L,. ^F. -Jorj". 
_^ 


1 hundred, solo, sneephead ar.d bunco i ing in Oak Park, III., is spending Ihe' ^Ir- and SIrs- Jalius ^assman, Mr. 
Mr. ana .xus. Anarew ±AT^., ^ en- 


! will be played. Tins 
committee In ! holidays with her mother, ^Mrs.!snd Mrs- John ^eprey, Miss Dorothy i teruunea tne lonowins at luncaeon 


Scnae-er ?- 
She— ood. 


-r»-nL 
-. 
' 
Hilbert^Catherine" Sees, daughter i 


of Mr. and Mrs. Nick Kees was iak-| 
en to St. Agnes hospital at--Fond du i 


Mr. and 


and the 
returned from 


SOCIAL 
: coarge wm oe Jars, juse xn;ei, 3irs. .--1.^.= 


HILBERT; Mike Halbach and Mrs. Joseph Th:el- > Mrs. "William Hoewisch 


committse in | noncsays 


Mrs.! Amelia Hallc-r. 


fell 


] Sassznan and George "Welch, were 


•uests Thursday of 3Ir. ar.d Mrs. 


Christmas guests at feetMr, and!day morning in the kitchen of her 


-•Irs. B. 'Wiechman 
home at High ) home and broke her hip. 


Cliff were: Mr. and Mrs. Fred "Wiech- i Mr. and Mrs. "William Roser.feldt 


.n of Kohler, Mr. and Mrs, Harry i ar.d son, Milwaukee, are sr>er:d:n:r the 


— - 
- 
. . 
*r~f 
~ 
. 
} 
. 
. 
. 
— 
.. 
" 
• Ai iiamDacn. j iio;;aays v.-ith _\lrs. ivosenfeldt's par- 


erb ' Kuhr, jir. and > ents, Mr. ar.d Mrs. Robert Diestler. 


Thursday noon, Mr. and Mrs. "Wii-j 
liarrt Earth, Mr. ana Mrs. L. F. Mory ] 


s "Walter Blake. 
I an|2 children, Mr. and Mrs. Emii i 


! Misses Emma and Elsie Last of j Barth itnd son 
] 


] Appleton, —ere Christmas guests of j A son was born Dec. 23 to Mr. and ! 
j Mr. and Mrs. "Wililam LeCaptaine. 
j Mrs. Anton Stingle, route 1. 
j 


i 
Mr. and Mrs. Emil Barth and son.! 
~ 
— 
! 


! Mr. ar.d Mrs. Andrew Barth ar.d chil- j 
UClCd:en ^Ty^ Sat. SHUG- at 
j 


dren, Herman Vt'ussow, were lunch-] Vs." T)8HZen'Sj 


guests at! 
a 


Sir. .and Mrs. John Ecker and f am- 


_.- 
— 
- 
^_ 
. 
TTio Kev. X^wrSiic© 
Z-oerks of j he^ l>opie 
iP^Irp^ T^Pnt tr* TT'IT-OT^ 
tne uoseph Bemklan home. 
Glenmore, Mrs. John Loewe, Mildred HetteS/ Florence Buchmaf 


Uy attended a birthday celebration at 
the home" 
Prltzel at 


day anniversary and also that of the 
Rev. Alfreo.-.-.Pritzel of Osman, who 
•was also present.. 


Mr. and Mrs.- Martin Stow and 


daughter Evelyn, of Green Bay were 
entertained at the home of Mr. and 
Mrs. J. "W. Baldock-Thursday. 


The "ladies of St,. John's chure 


at St. John -will nive a card party 
at Stommel's'auditorium on Sunday 
evening Dec. 29. The following gam- 
«• will be- played: schafkopf, skat, 
0v« hundred, solo and bunco. 


and Lloyd Loewe and Pater Malkopf 
of HUbert, Rose and Anna Loerks of Francis Beschia. 


and 


Lunch was served. 
Fred Miller who has been at St. 


the August Loerke home. 


Wilfred Becke rreturned to 1 


son Thursday after spending a few 
days with his 
mother, Mrs. Clara 


Becker. 


Mrs. Ed Engelhorn of Milwaukee 


spent Thursday 
with • relatives in 
this village. 


Mr. and Mrs. Rr'olph Pfund and 


daughters Leila ant Verna of Apple- 
ton spent Christmas at the home of 
Henry PfunO. 


NEWSPAPER! 


Geo. Fuerst and His 8 Play 


Boys. 12 _Cor.. Sun. 


weeks lias returned to his I 
home. 
! 


Mr. and Mrs. Ralph '.Miller spent j 


tlio Christmas holidays 
\vith the' 


former's parents at Oshkosh. 


Mr. and Mrs. George Jones and 


family were entertained nt dinner 
Wednesday at the home of iUr. and 
Mrs. Henry Jon-;a of Sliiocton. 


Mrs. 
Amelia I Taller sold her rcs'- 


clence on Main-st to B. I-:. Boycr of 
Gillet. 


A son was born Saturday at Is'cw 


London Community hospital .to Mr 
and' Mrs. 'Roland Jack. 


LET US CHECK YOUR 
CAR REGULARLY 


During the whiter months, ycmr car must l>e in the 


Lest of mechanical shape to perform its best. 
Let us 


cheek it regularly to insure easy starting — and a smooth 
running motor. 


Let us show you how STORMI2ING will add 20,000 


to the life of your motor. 
V/dlf Bros. Garage 


W. Winnebago St. 
Phone 2361-W, Appleton 


One block West of State Highway 47 


"Let's get up a Newspaper ad" 


This is number ten of a 
series of ads depicting 
the various processes of 
advertising Proflnction. 
^Number eleven -svill ap- 
pear in next Satnrdaj-'a 
issue. In ad Xo. 9 tve 
placed onr ad in its pro- 
per position in the page 
form. 


our 
goes "HOME" 


^ I ^HE fall opening- announcement o'f 


-*- the "Roseaime Dress Shoppe" has 
been printed and over 15,000 copies of 
it will. be distributed throughout the 
Appleton trading area. 3,213 by mail 
and another 11,826 by Post-Crecent's 
courteous carrier bo3-s. 


The illustration we have Had prepared 
has printed beautifully and is bound 
to attract the attention of our thou- 
sands of women readers. 


Our advertisers, of coarse, practically 


eliminate the necessity of specially made 
drawings, by selecting their iEtastrations 
from our files of the Meyer Both General 
Xewspaper Service without charge. 


POST-CRESCENT 


Phone 543 


Saturday Evening:, December 28, 1929 
APPLETON POST-CRESCENT 
Page Eleven 


Kaukauna News 


When in Rome 


PLAN CAMPAIGN TO 
BOOST ENROLLMENT 


OF SCOUT TROOPS 


HOUSEIS SLIGHTLY 


' DAMAGED BY FIRE 


J. Lane, 
f.?ants Three Troops 
-vaukauna 


I 


•The Sre Cepartmenl! 


s <.-<iUed out at Trf-5 Friday eve-; 


rzicg to the home of Aiigust Glenzsr, j 
103 "\V. Fifth-st. to estinsnish a b-aze j 


r tie daraa=e resulting. The Sre start-'' 
Sc-outmaster,:^ ^ »t«-^i °- ^- "^s -**? &*\ 


" smoke house. 
I 
m 
: 


—'With the 
annual re- 


regisirat.ion 
of 5Ca"ktiima 
scoots, 


S-.-o-tniaster !£. 3. Lane has an- 
no-j=«d a shorr cic->ai5P. to organ- 
ize three scouts troo~s. At the pres- 
on* tiaie there is osily one scom troop 
In tbe city -.viiii aiwirr SO scouts. The 
scoutmaster verges sIZ ioys e'.^-li-Q _ 
to jo:2 to attea-I ihe next 
treojj 


KAUKAUNA 
CHURCHES 


school. The meeting *vill be^in at 
T 


1 o'clock. 
: 


In making the announcement, of' 


th& ca^spai^n the scoutmaster said:' 


"Scouting is a ivorld organisation. ] 


Scotits are to be found in 57 civilized ' 
countries. 
It 
is a. great 
v.-orft: j 


brotherhood of boys. 
It gives the j 


boys something to do in their leisure • 
time. They learn the mysteries ol! 
v.'oodcrait, first aid, outdoor cooking: 
and eampins, hiklns and citizenship, 
iicoutins knons no race or creed vr, 
class. Its aim is to help each boy ! 
to become the best citizen that he 1 
can make of himself. 
} 


"Troop SO of Kaukauna reregisters j 


HOLY CROSS CATHOLIC CHURCH: 


1.9-v masses celebrate-J; at 5:3'? and i 


^J!»T^ "^jta^^ aT ~*f)~fi?$ 
53 *5v "3T-"****~^dav 


evenlnsr 7:3", Ko;y Hour. lit. Rev. 
Alssr. P. J. Ijccnsisn, V. G-. pastor 
Rev. F. r>!e!ch!ors?. Assistant. 


ST. JLIRY'S CvATHOUC CHURCH 


Rev. C. RIpp, Pastor 


Rev. 
J. Seiiaefer, Assistant 


G:30 a. ns. lov,- mass. 
S:15 
Ch51di"en"s mass. 


10:00 
a. r:. h:sh mass.- 


i 


Of Interest To Farmers 


SHIPPING GROUP 


AT KAUKAUNA IS 


PRODUCE BUMPER 


CROPOF APPLES 


SERVING AS MODEL Quality Is Gcocfand Prices 


Are High. Says Horticul- 
turist 


Six-Legged Calf Owned 


By Farmer Near Menasha 


| Organization is 12 Years 
! 
Old — Ship Nearly Two 


i Cars of Stock Everv Week 


BY W. F. \Y1XSEY 


Kaukauua — The 
1C a u k a u n a 


Fanners* Livestock S!:;pp:r.s asso- 
| ciation shipped a carload of 
I:\c-" 


two cars shipped each 


three troops in the city, 
boys and men to help. 


TR1XITY HYAXGELTCAL 


LUTHERAN CHURCH 


Kcv. Paul TIu Oehlen, pastor 


Sunday. Dsccmfcer 25 


330 A. 31., Survey school. 
1'SO A. M-, KngHsh service. 
10:30 A- M.. Gorman service. 


Xew Year's Eve 


[ Senor Fred Zimmerman,. 
] governor of Wisconsin, 
\j 


jthis picture in Seville, Spa!:;, \vliere! 


> tion. The Kaukauna. iarmers re- 
; port that the 
Hqu-.ty 
Co<>p?rat;\ e 


Livestock Sales 
association, 
:n 


which they have one share of sto.''< 
is giving them excellent ser\:ce. 1: 
v.'as organized eight years ago when 
each of li»J local shipping assoc-:'- 


former j ;;ons o~ rhe stale toek one share of 


RESTRICT WE FISHING 


JIFTER FIRST OF YEAR 


Madison—W}—The state coaserva- 


*io-. coimniEsion •>rarB»4 today that 
ih^re sfcali be so ice fishing after 
Jan. 1 in most "Wisconsin 7rat*rs., 
"V.ster flshern-en were toM that th% 


_ ic-e fish:.-:- scaror. c!;-ses practically 


1 
Except in the Laks 
Wisaebajro 


t c-£tr.c:. and :.i BayS»M-co. it is :!- 


i^gai to nsh tirosgh the ice after 


»yccce*L,-.s ;h.~>;h 'lay oJ April. d»- 


^>:>:te ti:? iin.- t.^- .a most southern 


r.rv - Mielfu 
u: •; » 
tatter 
dato. 


C '-•"-_->* in the V-.---r.Oiso eistr;ct 


Pori:,;--- 


noinScs at the I.":.:;•?•- 
»::• of !or.~_' 


For your entcrtainxcrt on 


he :s an envoy to ihe Spanish-Am- 
F'-cni Jan. 
' 
132?. to 
partv at T. 
Little Chute. 


A. Wondsr'r- 


actions in Rome. 


i arveMins. =:r^ -- 
;•-• t«rp!us. 
T: .-= 


f.«:-:n o-.vl-.an::---.- 


;o 3" trees r<M ;::•_.•> 


. 


TVs need | 
English service -.vith Hoiy Com- ! 


"A coy mast ce 1- years o? age. 


anti-pay a. membership fee of 30 cents 
a year to the national council. "We! 
have a fine cabin, for otir use. The i 
boys have fixed this up 
in SOCK! 1 


shape, Tor the -winter and some pa- f 
trol meetings are held there as well [ 
as over-night hikes, 
plan, to put it in good shape for sum- 
mer use. 


munion at 7:30 o'clock. 


EKOIv.\W 


the winter months 
~we j 


meet in the Park school house atj 
7:30 
each Monday evening-. "We ask j 


for tea cooperation of everybody to j 
£2£ke the scout movement a ~eat = 


in Kaukauna. 
i 


MEMORIAL 
METHO- j 
lilST EPISCOPAL CHURCH 
j 


Herbert J. Lane, pastor 
• 


Sunday school, 2:39 A. 31., Prof-! 
"- P. llagman, superintendent. 
i 


Morning warship, 10:30 
A. 
M. i 


In spring tire i Subject, 
"Thoughts for the 
Tear j 


?har>e for sum- ' =-"-"•" 
• 


Epworth league, 6:30 P. M. 
j 


Evening worship. 7:SO P. if. Serv-1 
e of sons. Picture "Th; 


Talks To 


Parents 


the territory about Ivaukauna ex- \ 
tending from Dundas to the village • enoi-sl: nion^y :r»m t::?:,- orc*;:i: :? 
| of Freedom and to Little 
(.'hate 


; en the west. The officers arc Flrrui- 
• nsnd Harp, president: Henry Van 
! L'omlin, 
vice-president; 
IViHiani 


• Hcindel, secretary 
and 
treasurer: 


Bauce ?.t Bi-ghamtaru Trer,- 


Dcc. 21. See the eld ve-.r o:>'. 


music. 


XOTU i-: 


A--- 


j and Charles^Grode. manager. 
: directors are George Lemkie. 
r •i.iKi Kbben, and Theodore 
i The secretary also acts 
as 


The 
Wil- 


Kiting. 


zo pay the sarni raxes. 


iL.srm:? v. ho h';ve orchard". 1^ :;N:- 


the. importr-no? ol frequent lirne'y. 
an-i thorough '-•iray.n™. 
A nunV.w 


of the state's Cl' spray ring^ applies 
from 
fi'. 


"Welcome to a-!. 


EXTRA BURDENS 


By Alice Jndscn Peale 


Bobby's mother is a. jealous wo- 


man. 


j keeper. 
I 
Organized 12 years ago by a small 


t group of farmers 
as 
a 
protest 


; against the high costs of handling 
i their/ livestock and the lov.- marg.ns 


Social Items 


FORMED CHURCH j 


! 
B. L.. \Yor«i>man, 3Iinister 
! 


j 
8:00 Sunday school. 


I 
I'_i:fiO morning \vorship. Ensiish. 


i 
11:00 morning- --vorship. German 


j Senior choir -svili render the 
aa- 


j them. 
; 
Xo evening service. 


She has no particular cause other; left for them as pay for their prod- 


-! uct- the Kaukauna 
livestock ship- 
than that her husband Is an 


.- lovable and charming 


Katikamia - The Ladies' Aid so- 
y meeting 
.U.«»ti£UiUA*^ 
J-iiC 
1 -o-~m.-J 
^a^\i ^-J 
; c.. 
i-* 
-,-, 
*. 
. 
_ 
lety oi Immanuel Reformed church i Sr^ C E- opines* and social meet- 
-wriil meet at 2:30 next Thursday aft-; 
emooa at the church asssmbly. 
5 Day 
10:00 English 


il:00 German service. 


Prize -winners at cards a t'thej 
Thursday, Jan.-ary 5, L. A. S. 


meeting of Kr.isbts of Cciumbus • IST CoN«pFfi 4TTO v A T rnmrw 
ladies v.-ere Mrs. E. Driessen and j 1!>1 «-O-Mxt4fcfcATIONAI, CHURCH 
Mrs. iester Brenzel in brndse. Mrs-1 
Asnes Eartzheim and 3Irs. James • 
Hellorrotv in five hundred, and 3Irs. I 
X. I-ummerdinjj and 3Irs. P. Bams : 


Her. R. B. Falk, Minister 


Sunday. 3>eceaiber i3th. 
6:30 
a. m. Church schooi. 


in schafkopf. Hostesses ^ere Mes-i ^^^ ™S^™eg, 


1 Ashland, ivlil conduct these services 


reii ~^a T=re^rv- Ti»-=^ 
I :ilisses Selea Weifeabach and Dor- 
^^ — 
c__ -^_. ^^.. 
< ctny jTiedier 


pe"" [ outstanding- success, is attracli:*.? 


son v.'ho is much in demand. 
But _ aa ever-increasins membership am: 


for some reason unknown to her- i jg serving as a mo-Jcl for 
farmers" 


self, reasons which hark back prob- j in otlier sections. 
; 


ably to the forgotten limbo of her j 
XotTv-ithstanding Us rapid growth . 


ov.-n childhood, Bobby's mother is | and great size, the 
Kaukauna j 


jealous. 
\ Farmers' Livestock Shipping rtsso-1 


And so Bobby has become the fam- j elation, vras organized ^ith only 1" ; 


ily scapegoat. At the age of 3 he j charter members at Little Chicago. | 
carries his mother's burden?. 
| AS the association v.-as so small and ', 


"Do you love mumrnyC" she asks. • the members could not 
Jill a. car' 


"Yes."' 
I v.-;th livestock, it became a part of 


''Then kiss her. Do you love her | the duty of the Charles Grodc. man-' 


• t-i s;y sprays il'.is yea: 
J :h '.: ;!:•-» «.:xtr.x sp:-iyi!-j; 


book-, fxpen.—_• v.jts v,c" v.oi:Ii while I'O- 


. causo of the !nc:-ea5e production 
<_>r 


csccHent -:-.i:.-. 


"Xcxt svrinc:", 
K':ehncr 
s;i\«. 


•'more far::1. orch.irJistH xvit! orsamii- 
sj>ray rings, asvl pvobably seicr^- 
niore couaiy fiir,t associations v. :K 
be formed i:i aO :n:c-n ;o the cxH:- 
injr group* thai ha\c functioned rt' 
successfully. 


'•v:ih ;he h:r-! hoof.' »*l>;:»*'ti!iic« «•:! 
;h-* qro!!'vi a::i ufic" ?..\ or c.sl:t 
-!:.-;i'"o al-oie th-- K>'JU!i>!. 
I'-imlui^ 


.'.I'd :L: 
!. ;n:*^ i>:i tl.t kne».-;»::5t p!*.c-".-. 


K\^rp: :.->r it- 
'Vfo!!;*:!:*:-. 
tt.c 


nit ;*x ajS'i 
«I = :H** e v 


•«\i;I: its !:•!!'! ::v*--r- 


better than 
anybody else in 


e world?" 


"i>s." 


the j ager and Theodore Barbier, to go 


• out in the country and buy the bal- 
j a.nce of the livestock needed t-j 


COPPER OR IRON ARE 


NOT WEEDED BY HENS 


Ma£i-;m—Copi'vr a:i-3 iron ha\e m 


justt!:cat:o:: in :l;e n:incral rations 
of poultry. T:'.:J N ih^ oonclujion of 
poultry tpC(.ia!:st^ al the 'VVisvu::;-;!' 
Collcso of A^riculiurc. 


T ials have ' ?e:i :".r*Ni:cJ to sl.ov.' 


ti.at youns cliic::.^ -Jo not suiVer from 
anemia uire to a 'icGcicncy of cop- 
per ami iron, traits 
of these 
t>'-<J 


Clements luivc !-ce:i founu bc-p.efn.-iai 


i.'o v.:;:; th** trs!.". Mr. l^i«:x i^p!.1-:. 
"I l:.i; e r.ot •X-vi-ie: anu 
<:y not 


!.no',v v. ;-.a: :o -!o " I may rf.:«e th** 
calf an-I Us-spos-^ of it to a >l!uv.-. 


Quick Relief for 


Coughing Spells 


Famous 
Prescription 
Stops 


Them Almost Instantlv 


"And you -won't ever Ica.\ e mum-! a car, 
on shipping days. 
After 


A! 


Kline, J. Kiffe, K. Kilgas, Orir>. 


be a. 


lnS of Immanuel Eefonncd'c^h I JUNIOR HOCKEY TEAMS 
as 7:30 r-ronda^- 
church assembly. 


evening in the" 


ilasonic lodge 2Co. 233, will 
EDscial meeting at 730 ilonaav 
ening in the 
Masonic hall 


my alone, v.-ill you? 
T"ou"H always i starting the first and second 'c-jr? 


Jove mummj- best? 
Xo-.v give her! oit to Milwaukee, the membership 
| a big: hug."* 
| grew so rapidly as a. result of the 


And Bobby does- 
Then Bobby's I favorable reports, that afteru ard-'. 


daddy comes in. "How's the 
big! the shippers had no trouble in filing 


boy."" he asks genially. But Bobby. I :i car every two tveeks and 
later 


with that uncanny intuition which i every week. The past season two 
is characteristic 
of sensitive chil-! cars -were shipped neariy 
eveiy 


• dren, reflects his mother's attitude.! v.-eek. 


FLASH SKATES SUNDAY Ha turns a-n-ay 
from h;s father's: 
John Grafnr.er was the first pres,- 


proffered kiss with a chilly liltie "I'm I dent, K. J. Hartzheim the first sec- 
all right."' ' 
i retary and treasurer, and 
Chark-s 


v/il! sing. 


Junior 


n< 
Kea 


Third-st. ahe F. 
conferred. 


C. degree will 


nr> I . " — 
- —- 
"-'"-"eraoon. at Xicolet ice riak. 


Bobby feels his mother's unhappi- •) Grode the first manager. 


ness and senses 
It J cause. 


his father as the 
'• 


ill be1 
-Nicoiet ice r:ak. It'cause. Already his emotional 
de- 


j v.-iu oe tne second game between the I veiopment is bc-ing- warped by 
a! 


jtv.-o teams this winter. 
The first ,mother who, in her wish to make! 


St. Ann court Xo. ±2G, "vv'omen'si v-"as Tron o:*%the Dodgers a to 1. The]him compensate for her own feeling! 


Catholic Order of Foresters, will j teams have been practicing "daily at {of disappointment, deprives him of! 


Tu tSuAPfc 


-,,,.„ Tn«rr-i« 
ON'S TRAFFIC 


meet at the hon^e of 3Iartin DeBruin • 
on ^Visconsin-ave Saturday evening; 
to say the rosary for 
a, deceased i 


member, ilrs. Lina Hamer. 


HAUHAUXA PERSONALS 


[ 
Kauliauna — 31r, and 3Irs. 


I Eaton and son have returned from i 


London —iff)—Old Father Thames 


h:s father's companionship as sure- !s becoming increasingly popular at 


j iy as if she had kidnaped him. 
a means of transport to the city 


STUDENT TEACHERS TO 
*"* ^ ^^i;-^ 


:GET REAL EXPERIENCE 
^Ir. and 3Irs. V. C. Falling 


j-Cieveiand.. O-, are visaing local rela- 


ed 


i ilore often than v.-e thfr.k, chil- v-'esf **<*• The difficulty of conge? r- 
! ciren thus take over burdens of their | ed traffic for motorcars has induced 
parents. The atmosphere which i-=j»any up-river residents to u=e thc- 


with emotional tensions af- j river instead of the "road to reach 


tix^:r work. 
. 


Smart little launches nul! up erccry ' 


.lay at Blackfriars Bridge to unload 
c;ty workers, while the 
civil 


' in -Jw rations o: Voung nigs tllnr ;U- '• u immediately soothes 


I come anemic on a strictly m:Kc dio:: ' .a.r'L S.?^.S ..,-.'5°'"" ,''!' 


I hov.e-.or. t:-.ere i- no neuessity f.ir 


i>n aii'Htlon of iLi_-re suits tj tlic ra- : 


I tion of Arrowing chicks. 


To r>rj!j out ir there is a i elation' 


i between Iron an<! copper ;•: the rn- , 


- 
1 t:on an-I the amount of tlic t.'i-.jie 
, rub^tances tunta.ned in th" yolk '.-f 


cgs.=, analyses \vc:e made. It is aNo ; 


1 iinpos^iiile TO iiiTcasc the iron or' 


<-0;>r'Cr con.c-iit cf th» yoi!; of C=EJ.< j 
by reeding !arg.> amounts nT coi»iie:' ' 
;;r.d iron. J. C-. Ilnlpni. poultry hu«- I ; 


• br.ndman at the University of \VIs- j 
i consin conclufles. 


Simjlar (onc:s;sion<= ;n-5,catf; that 


there is 
no improvement in 
tlv ; 


h.itc!iabi!i:y of e^t;-, v.lion iron .Tnii 


are a'Jde-- to the mineral :a-i 


MEANS EVERYTHING 


The Eest Is Easy 


The phi-i'omena! success oC a d-jc- 


tor> 
fa:uous 
prescription 
called 


Tlioxine 'N <!ue to its double act:-»n. 


s th'j irritation 


tha internal 


iraiisa not r^ncln.-d by i>.i;»%nt n»»*c!:- 
i-iiie-f mi'! cotiKis -->i"up«. 
Ti."1 \or.. 


firnt. sv.aiio'.v UbunIIy ttyps c\ en the 
m»--t obstinate cou^h. 


Thoxine 
cmitain-i 
tio 
l--in«f;i: 


drugs, ij jikaiant t::--tii!-; .i-u! .-.if-- 
for th? -.\hole faniriy. 
Syl-i on a 


luca^j; back Kiiaraiiti'c to gi\e bet- 
ter and qiiici;er relief for coufrlis 
or f-oiv throat than anyti:::!!; >yv; 
liave cvc:- tried. Atl: for Ti)o:.in«\ " 
lust u;> loaily for :::-<;• in rj.'c. O'"'c .-xn<i ' 


! ?l.t'u bottles. Ail druggists. 
adv. 


SANTA'S SLEIGH CONTEST 


He- 


MR. CLARENCE EGGERT 


203 W. Atlantic St. 


Won the PIP.ST PEIZB in the 


SANTA'S SLEIGH CONTEST 


K! i!:- 
1 in:"_T''^t it::inii'-r "f 
.•»."*!••••. slins 
and 


the KEIATNATOK. -,;;!n- 


MR. GEO. C. NIXON 


SI 4 N. Superior St. 


Won the SECOND PSTZE 


by {iinnu^ in ;!:•• 
He rtci-ivcd tin: 'i 


:--•-: n;n!*:;e: 
\'ieiroia. vi 


Appleton Post-Crescent 


Contest Editor 


-' fects the child long: before 


understand vrhere the real 


i lies. 


r.e can ; 
trouble! 


Ko. in-,if!.e «orne other rami an:- ! 


mals v.'htic the*--j t«o clemenis in • 
ti:c ration have ]>rovrn very bene- 
ilcia1. puultry snow no 
favorable ', 


reaction to :roi nni copper. 
7t i 


Uoe-- not iia\ o -jrt influence on an- 1 
ernia. niincni! -i ntont of the : oik ', 
of <-~q--. or h,il'.;:.ibi:ity o; th^ OL;^'-. i 
ilulpm j-olnts ou!. 
! 


accordir.s to Principal TV"J 


P. Hasman. Practice teaehir.s vras! "n"au'ies are v:S!tino iocal r 
ntroduced in the schooi several vear=! Jonn )laT;aer returned to "Wabeno 
^^o and has proved a valuab^" he'a! af£er VISJtfe= loc3-'1 relatives. 
j 


o tne stuSents. A country school j. Ja™es O'Connell of Indiana. Har-i 
s used for the -svork. For tvro Tveeks i ,^1'_ "tna" 
•wo 'of the students remain at the" ~~ 
=chool and teach under the coaching- 
3! the school teacher. AH the stu- 
icnts in the school are siven this tto 
veeks of trainins. 


%ants and "\Vest End magnates use 
Vestminster Bridge as a debarking 


i place. 


HurooriEt- 


RITES FOR MRS, 


HAMEB MONDAY MORKl 


Kaukatrna—£ uneral ser;-icss 
for 


Irs. Llna Harner, -who died after 
n illness of a. week- at her Iioine on 
Visconsin-ave at 
S:SO Pr:d2y moni- 


as, t?31 be held at S o'clock Mot 
ay fflorning- at Holy Cross church, i 
"he Itev. P. J. Locflir.an —iii be.in 
harge of the services, and inter- 
->.ent wil! be in Holy Cross cemetery. 


REORGANIZE THIRSTY 


six CLUB AT SCHOOL 


THAT'S TOUGH 
! 


BIXER (trying to cut his steak): j 


Say. waiter, 
hovr was this steak j 


cooked? 
: 


•vTAl-L-tiK: 
Smothered in onions.' TJichmond and nearby places by j-jo- 


sir. 
i tor launch to "Westminster Bridge 


DIXER: "VTeii, it died hard.—The.pr.d go to the "R'est End to do their 


Flowers — Mised Bunches, 


75c per bunch. Button Chr>'-; 
J^ter in the day women come from t santhemiims dcz. 75c. 


- 


; .-hopping. 
Fleer. 


S1.25; 


GSENEN'S, Main; 


WICHMANN FUNERAL HONE 


^Icir:l-rers of zr.e Th!rs- 


r Six cZuX.i, old hj^li school stuCer.t ' 
rgsnizatioi;, have reorganized an-i 
re tjrepaririS' several short amateur 
iys cjid dialogues. They v.-:;i appear 
n & program ar the open!nc- of the ' 
eTT "Freedom high school Tv^thin the 
ext two v,-eeis. Members are CloTy- . 
>rj Kiffe, Donald Kennsy, ilark Va::- 
.fesQout, Harold jRerin, L.Ioyti Der- ' 
s, ana E-Jv,-ard I^ 


IHOiR WILL SING AT 
RIVERVIEW SANATORIUM, 
Ksckanna—Pa'.fents of Tl;-»erv;cw 
^eatoriur;-* trin be er.;trta:r:ed by, 


-;urch at" T o'clock 
Tuesday 
eve-' 


,ng. Ti^e choir T>::I s:r.g CH^ristrnas 
i.rols ar.d I-.ymr.s. 


The 
Post-Crescent's 


representative at Kaa- 
kaiiBa is Lloyd Dems. 
Els, telephone number is 
1S4-W. Business with 
The Post-Creicent may 
be transacted through 
Mr. Dents. 


Here, the finish. Is cor- 


rcctJv built v-'itli the pro- 
per number of coats, and 
the rcsulir.]^" glas-s-hard 
.surface of the DUCO lasts 
„., - T ^ - » _ 
Cii.(.t _C*^;L>. 


Let r.s slto— you an-J 
ve our l 


your car. 


DUCO 


SERVICE 


O/ APPLETON 


728 W WISCONSIN AVE. 
. 
-TEL. . 3abl 


\\"c 
;; c 
will 


hcarii!'1"-—uur 


DR. C. F. LAHN, - 
Specialist, Offers 
FREE 


CONSULTATION 


Nev/ 


We suggest that ycr. clrnp ^r. ^src far r delightful 


lunch after you hava welcomed ia the New Year. 


Jo 1irl;» aH sirlt p?o- 
r,f (heir financial con- 


.Tr«> moticraic, and liK 


OnctpA STRCCETS « 


ARRL.ETON 


FHOMS -46O-R 1 


Spirit of Sincerity 


SPAPFRf 


Wichmann Service is in all 


respects a personal, z. htuaan ser- 
vice, 
A spirit of sincerity and 


sympathy adds a distinctive note 
to every funeral conducted by this 
organization. 


The patron is assured of entire 


satisfaction in this service which 
ministers to his every need and 
wish. At the same time, Wich- 
mann Servico is priced well within 
his means. 


— ami 
plr, -p 
llifion. 


IfK fl«ar^p« .Tr«> m 


examination FKKK. 


5ou liaic iic.Trd your ncis-i'>nrs 


say h» is 3 CfK«t] iJutJor. jion cmnc 
antl sc'' for joarself. We're hrrc ti 
^!3j. and because of our residence 


j location our cj-pen^ i^ small and 
j our charges are bMAI.I^. 
i 
If jou suffer from Stomach, I>iv- 


.' pr. Kidney and Bladder troubk-?, 
• Constipation, Piles, Di?turbancp nf 
| Circulation, Heart Conditions, Nerv- 
ous Breakdown, Swollen Glands, 


i Skin Dtsea-^s, Rheumatism, Xeura!- , 
j jria, Backache, Headache or other 
j Chronic Diseases call at my office. | 


Gallstones, Appendicitis, and L'l- 1 


cers of the Stomach successfully i 
treated without the use of a knife, j 
Hoars 9 to 12 A. M. and 1 to 8 P. M. ' 
DR.C.F.LAHN 


Specialist 


CIXStXTATIOX FREE 


Call or Write Lock Box 129 


! 
813 N. Superior St. 


I Appleton, Wis. 
Phone 2753 


! Belli d'ernian and English Spoken 


215 W. Collage Av2. 


"LET US GO OUT FOR DI2TNE3 


Altrajs Opec 


I'EACH AM> MIEKKY SHERBET 


Golden peaches, <aslins ns fresh and luscious 


houch they ucre picKr<l a few hours as 
and flaror two lajcrs. The center layer 5 
bet with .1 rich meiloiv flavor. This is a :ie 


lJ.ivor-conibin.iiio:i prepnrefl especially for 


the holidajs! 


SCHLINT2 BROS. 


nowx 
TOWN 


WEST 
SIDE 


601 \V. 


NFWSPAPFK! 


\ ' 


Pace Twdvtf 
APPLETON POST-CRESCENT 
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Neenak And Menasha News 


MR MAIL PILOT IN 
FORCED LANDING ON 


FARM NEAR NENAH 


Oiiides Plane to Earth 


! SEAT NEW OFFICERS 
! 


! 
OF MASONIC LODGE! 


s 
Neenah — Xewly-elected officers s 


io* Kane Lodge Masons were seated' 
i Friday evening- at a special session 


''. of the lodge so. Masonic temple. The 
i work was conducted by James Kel- 
i let as installing officer and Frank! evening given by 


SOCIAL ITEMS AT 


MENASHA 


RUSH CONSTRUCTION ON j 


NEW PAPER FACTORY] 


Mewuba—Marathon Paper com-| 


pany is taking: advantage of the mild \ 


CRIMINALS SMILE 


AS CHICAGO MOVES 


TO FIRE POLICEMEN 


Numerou&PdrtiesMark 


—_ 
- 
"^ 
Florida Holiday Season 


hv 
oy 
Pnm 
uorn-. 


More than 100, persons attended 


toe Christmas 


out 
Above City 


N'eenah — Engine 
trouble 


FailS j The newly elected and appointed of- 


I Seers are Alvin Staffeld, worshipful 
• master; C. B. Clark, senior warden; 


Sorenson, junior warden; O. 


weather to rush construction v.-ork : 


building - v.-hich \ 


the largest I 


:h favor- j 


Follow-j The-hall was handsomely decorated-j able weather the new structure wil 


ivas held. > 


mlttee Would Save Citv-eic!usive Uias 


** J -Sow^H*/) >w»V / 
$3,000,000 


BT HELEN VAX HOY SMITH 


! 
PaUm Beach, Kau —C«— Having 


fallen a. willing captiie to the holiday 
spirit durlngr the 


i jewelled 


turned a be- 


on, the swayins palsi 


BY OWEN L. SCOTT 


Copyright, 1»J», by Coos. Press 


which gave it its name ,and joined 
' the rest oi the world in paying hom- 
* age to the Christmas tree. 


Xurcerous parties enlivened 
the 


OW — Criminals who in] holiday calendar. A novel one was 
— 
i.. 
. 
- 
. . . 
^ 
t, i 
^»«»KiiKw— vrv—v^runuKtis woo m j flouaay caiecosr. A cuvei oiie v.^ts 
The attendance was increased by j J» enc.osee eariy in tse ne-t ...o^i;..; recent jvjoj,*^ ^^-^ •of>?r> harassed i the Chinese costume party given on 
otiite a number of members and I -~ . "cra~£ are ^P1*1^ «- - o 
"; by increasing effective police action, i Christmas eve 
bv 3ir. and Mrs. 
<juite a number of 
friends who were hose for the hoii- 


s pietion. 


days. Music ^as furnished by Bob' MERCHANTS TAKING 
Tana's 
orchestra of Mih-.aukes.; 
* S I v 
^•>ctrii»»4 — ji*ii^s*i-c 
<_v-*—- 
— - 
*> : K.. «jv*iKt, t^tsi^u-tr*. ^vzi.i v. 
±*-su- -xann s 
orcnescra. 
on jiiiv,au^^r. t 
o'clock Friday eienisg causeJ Pilot Jerts> secretary; B. A. Besses, senior I Lunch was served by the ladies. The; 
Fried oi tie valle; 
make s. 
Armstrong 
four miles 
stopped 


Carleton R. Smitii and Mr. and Mrs. 


ANNUAL INVENTORY 


i by increasing effective police action. 
; chortled Ftiisy over the decision of 
' a finance committee of city fathers to 
I lop 670 patrolrcen from the rolls. 


Christmas eve 
by Mr. and Mrs- 


George Asnevr Dobyne of Fall River, 
Mass., t their villa, Casa Beata- Mr. 


gifts -were exchanged from a. tree in 
the Bode suit*. Chicago folks at- 
tending trere ilr. and Mrs. Charles { 
Rollins, Mr. and Mrs. George Groyi*. j 
Samuel Grove, Sir. and Sir*-, Johnj 
Kehoe, Miss Scbanzer an<7 Mr. aaul 
Sirs. Fred Farrrell. 
j 


>Ir. and Mrs. Joan <3iarles Thom-1 


as were honor gwsts at a Christmas i 
party given by Mr. and Mrs. Frank 
Vernon-SkiC, Short Hills, X. J-, on 
Christmas day. Tables for 28 stiests 
were arranged in the patio. 
• 
* * 


Holiday guests of Mrs. Alexander 


and Mrs. Dobyne have with, them McKay who arrived early in tne 


John week from Xew Tork to open La 


s^id 


Pauline, of Chicago, who 


; of cash that its aldermefl nov.- threat- j Charles Thomas, the singer. 


The landing was made twth- 


out raisbap. He was taken to Osfc 
kosh with, his mail by JobJ^ I-ord. 


• R. E. Thickens. 


NEENAH 


PERSONALS 


K, C. BOWLING LEAGUEJ 


Neenali—Three teams are tied for; 


Mrs. Cleni Sokolovrski, Eacine-*t, 


was a guest at a. linen shower at the 
home of Mrs. Uon "Van Kooy, S. Mas- 


* nlace in the Kimberlv-Clark | <»•«. Appleton, in honor of Miss! 
-e. i Mary Ann Bestler, who wUl be mar-! 


Tears. Some of the 


plants also are engaged 
work. 


industrial! snance committee favored a. sharp j 
in similar j curtailment in police aad Sre protec- i 


the Breakers, e 


guests from their come city at dinner 


After the dinner 


in the near future. 
boil Uns league following Friday eve. 
ring's matches at Xeenah alleys. En- 


Xeenah—Mrs. ~W_ A. Hannah anil G g-neers lost three games to the Sales-1 


men and the Sen-ice 
department j JVJAJOR LEAGUE ROLLS 
deartment 


j tion in order to save approximately 
•53,009,000, 
It has been intimated 


j that a cat of as much as 40 per cent 


(i*^it DTIU f* t&l d /*\DI^A s 
some other bisj departments E^ore 
Ol ArUlflU IIM rLUniUA closely allied with political orsaniza- 


TOURIST INFLUX IS 


Menasha—Word from TT. "L,. "Whee- 


;er, vrho has been spending his win- 
j ters in St. Petersburg, Fla., for sev- 


tions, could be made without affect- 
ing city work. So the attempt to cut 
down the rolice service may raise 
| era! years Is to the effect that the s'JC2i a clamor that the full city coun- 
Ian""31 fc»Su= of northern tourists]"1 
v""m hesitate to approve the 
|has commenced and that The city ^budget when it comes up for action 


r 1 rapidly filling up. On account of the inexE Monday. 


..907 


, 
S73 


. 
S59 


. S04 


. 
S46 


. 824 


S74 


. 939 
. SS3 


S74 


PIC 


O*St> 
S93 
S39 
941 
S52 
969 
897 
S61 
S51 


SS5 
S4S 
909 
S40 
992 
912 


even, two and two. George Pierce 
of the Georse Pierce Agency team 
and Edward Ostertag of the Sham- 


each rolled 235 for high 


' school at Des Moines, la., io spend I Engineers 
the holiday vacation with h"s par-1 Services 
ents. 
j Accountings 


A group of 23 of the ZIon, Ii!., | Maintenance 


OlSee Supply cepartmen; 
sales j Kleenex 


force are in the city to make a trip j salesmen 
through the paper mills. They spent • Statisticais 
Friday and Saturday at th^ Valley j Specialties 
Inn. 
i Kote^: 


Mr. and Mrs. Cliarles Engle have j Photostats 


returned from Kenosha -where they 
spent Christmas with their son, Wil- 
liam C. Engle. and family. 
j 


Miss Nora. Willis of Beriln, is | 


visiting Mr. and Mrs. C. W. Sawyer-1 


Mrs. 
E. 
H. Ivuebmsteau and ] 


daughter of Highland Park, III., are j 
visiting ilr. and Mrs. Orrin Thomp-; 


W. L. Pet. 


rock Trio 
score. 


Scores: 


gTJLoop Cafe 
552 


g5Y • Kaukauna. 
542 


<j0j !Geo. Pierce Agr. ..5S5 
v~ i First Xatl. Bank 605 


' i Shamrock Trio . .519 


Clothes Shop 
529 


30 
30 
30 
3G 
25 
23 


.625 


534 
559 
495 
559 
53S 


5SO 
474 
592 
515 
49 
51 


543 
3SC 


STUDY OF DIABETES 


DISCLOSES NEW AID 


Washington —<A>)— Haw starches, 


in the form of uncooked vegetables, 
are foreseen as a possible substitute 
for insulin in the treatment of mild 
diabetes. 


After two years of research, Dr. 


daughter of Manitowoc are v.stinj 
relatives here. 
> team and 
Accounting department, 
ii/rcifl V 


Miss I^ellie Hunt o; Chicago is .team each won three games from 1 
Wthl\LT 


spending a few days wkh her broth- Phoioszats and Siatteucsls. 
Main-j 3Ien3ala_In tae ^r^^ ^yOr j nvmy fllling UD. 


er and sister, Edu-ard and Miss Mol- zenance team won three irom the, 
recre-tioiiimproved southern highways morej Police, who had been almost wholly 
Iie Hunt. 
SKotex and the Specialties won a pair M^c,ue m_tcj a. H.ndj recreat-on . 
»__ 


John Keatins who has been ^isit-;from the Kleenex team. 
jalleis Friday night the Loop Cafe\^~ ^^ 
P 


Ing his mother. Mrs. Mable Keating. • Edwar-1 Romnack was individual j Ka~i T-on three out of four games 
the last few days, will leave Monday jssar^i the.evening with a:658cpu«j 
Kiukauna; C3otlles SLop v,on 


for ^-est Point academy to resume | on 204. 229 and 22o. Tlauer KuenlK 
from shamrock Trio; and Geo. 
his studies. 
Had h:Sli single game with 234 ar.a]p.erce 
of ^^.^ .^ the 


Miss Bobbie Clarkson of i-aCrosse.;the Accounnngs were h.Si m team ^^ xationai Bank of Xeenah, split 


is visiting relatives here. 
i work with S92. 


Vraiis and Erwin Pearson auen.1-. Mainte-ar.ee 


ed a 
Christmas 
party 
Thursday • ICotex 


evening given by 
Miss Margaret j Services 


Ac-kerman. Miss Elizabeth Barlow, j Photostats 
Miss Frances Everest 
and Miss: Accountings 


Queenie Hoagli at Hotel liauli, Osh-1 Statistical:* 
tosh. 
JKlce-.ex 


Miss Dorothj- Daahar.-! • is hoice | Specialties 


Irom school at "Washington. D. C-. to ; Salesmen 
soend a few days -with her parents . Engineers 
Mr. and Mrs. D:o Dunham. 
| Team standings: 


Ambrose Muttart is home 
from 


out of favor during the first two 
years of the "SVilliam Hale Thompson 
administration, have regained stand- 
ing with the public under the admin- 
istration of Commissioner "William F. 
Russell. Popularity bas increased 
tliis-wiater with no great crime wave 
such as characterized the situation 
in past years. If the 
department 


were cut and crime picked up, alder- 
men who voted for the slash might 
find their going politically, extreme- 
ly rough. 


The arrival of Police Commission- 


er Grover Whalen, New Tork's sar- 


554 j S. M. Eosenthal, pharmacologist ofjtorially splendid head copper, 
has 


5 62S|the hygienic laboratory, T7. S. pub- merely served to emphasize the situa- 


517 i lie health service, has found thattlon confronting Chicago police. 


PROBLEM IS DIFFICULT 
312 i raw starches may be eaten without 


! an appreciable rise in blood sugar. 


is .C25j PAPER MILL EMPLOYES 
IS 
.625! 
.11— — t t m t Trt 


appreciable 


The effect of insulin 


FRENCH SHATTER 


MORAL FORCE IDEAL 


CANADA DOES NOT 


UKE PROPOSAL TO 
IJ»T ENTRY PORTS 


May Amend Customs Act 


and Forbid Export of Any 
Liquor 
BI WILFRID EGGLESTOX 


Copyright, 1929, by Cons. Prew 
Ottawa, Ont.—Limitation at PfS^t 


o* entry to the United States, asf 
""' 


geeied in the XT. S. treasury olar^ 
treasurj- 


the reorganization of the border 


Casita, are Mrs- Russell H. Londale 


trol, 
the 


meets with scant approval 1', 


_ 
_ 
capitat. Canada is pre- 


York, Mrs. K. K. Chapcaan, Pared to go to considerable trouble 


Long Island, Mrs. Frank Stackpole, { and expense 
Boston, and ilr. and ilrs. E. H- j states 
Treadweli of Paris, who motored 
down from Ne-sr Tork enro'jte to Mi- 
ami Beach. Guests of 3Ir. and jlrs. 
Jerome Gefiney of Xew York, in- 
elude Mr. and Mrs. Dale Parker, New 


its 


to assist the Ursit^ 


smuggUng 
' 
^"-« 
*^ 


L 


COXT1XUED FROM PAGE 1 


ab!e, France, In efTeei, asks the di- 
plomats or the world to put their 
minds together on a possible solu- 
tion. 


Perhaps the most 
disappointing 


thing- about the French pronounce- 
ment is that Paris declines to accept 
Secretary Stimson's doctrine of moral 
force. Indeed, the French government 
proclaims its great sympathy with 
the Kellogg-Briand pact but at tlie 
same time warns the world that the 
"rational application" of moral force 
bas not yet been organized and that 
the treaty "is undoubtedly a real step 
toward the preservation of peace, but 
it cannot be looked upon as sufficient 
in its present state to guarantee the 
security of nations." 


WANT PRACTICAL. ACTIOX 
If, therefore, tlie doctrine oi moral j 


force were for the moment set aside, • 


Tork and London, WKS Justine Hey- 
ward, Hiss Xancy Sands and T. Jef- 
fries Eosengarten of :Xevr Tork. 


The Princess de Braganza has 


rived froaa Xew Tork an 
a. holiday party as the 
Charles Munn, -which also includes 
Mr. ar,d Mrs. Hector Munn and Rod- 
man de Heeren.* 
« 
* 


Palm Beach is adopting tho new 


modes willingsy and thus far -white 
seems to be favored 
for 
evening 


wear. Mrs. TV. J. McAneeny of De- 
troit, wore a beautiful white chiffon 
fashioned on the new lines, at the 
buffet supper with which she and 
Mrs. McAneeny entertained lasr Sun- 
day in celebration of their iHver wed- 
ding anniversary. 
» 
* 
* 


John J. Easkob is expected to ar- 


rive in Palm Beach on Jan. 12, while 
Grover "vThalen, police commissioner 
of Xew Tork, and Judge 'William 
Walsh have reserved suites at White- 
halL 


running problems, but the iaieet sug- 
gestion would eat*« amendment of 
th» Customs act and the setting UTJ 
or border difficulties 
which might 


prove highly exasperating. 


Besides. Canada 
has other plans 


which may make the proposed !im-- 


be amended before the next session 
of parliament, which will open, about 
Feb. 6. is over, but political and offi- 
cial opinion here leans to the. belief 
that tvhen it is amended it -will "go 
the -whole hog" and forbid export of 
liquor from all Canadian ports" to 
those countries where its import is 
illegal. 


TJ. S. preventive authorities have 


repeatedly asked Canada to assist 
them by refusing clearances, *"* 


™ 
26 


14 34 
14 


.543 
.542 
.479 
AZS 
.453 


34 .'292 
34 .292 


NEENAH 
SOCIETY 


j after : 


Menaslia—Seven Chicago vans loaci ing carried out to determine whether 


a__. 
. 
The local force is proportionally I sical force and the measurement of! 


i, which is in- j much smaller than that of Xew Tork. I naval strength so that each nation ! 
luantlty or su-! and yet its problem is fully as difG- will have sufficient naval power to I 


ward off attack. The principle of par-! 


j Jected, is to keep the quant-t 


from rising in a patient's blood!cult. The fact that the eastern 


v\ft\mtw* 
the London conference then. wou!d! Kf-|!r|Vr 
turn to the oractica! nroblem of ph^-1 I*»-Ufc.I I Ui 


^ 
REPORTS ON CROPS 


Neenah—"Winnebago Chapter De- 


j Molar -will hold its annual holiday 


Mfss Emma Themianson has re- 1 dancing party Saturday evening at 


turnetl from a. visit with her sister j Neenah Masonic tempie. 
at MUwaukee. 


T.Ir. and Mrs. 


Bancroft are- 


t-Imer Russell 


g 3Jr. and 


The Easles 
give their annual 


for children of mem-i 


st, Mary Sharpley. j 


in Behake and Mildied Johnson 


•nere tonsil paUents Saturday at The- 
da Clarlc hospital- 


Joseph Kosloski. Menasha. is at 


Theda Clark hospital for treatment 


bers Saturdai" evening at S. A. Cook pleted. 


with household goods of office em- 
ployes of tlie Ma--=.thon Paper com- 
pany who have been located in Chi- 
cago for more than a year, arrived 
in Menasha Friday night and early 
Saturday morning and the owners 


j will all be here to start work by 
j Monday morning. With the excep- 
tion of the sales department, which 
will be continued in Chicago, all de- 
partment offices will again be located 
in Menasha, which will mean the re- 
turn of many families, who left here 
when the change was made. In ad- 
dition to the return, of manj old em- 
ployes the company expects to great- 
ly increase the number of its employ- 


soon as its new building is coin- 


Further tests are be-1 metropolis seems as helpless if not J «:•" having been admitted as between] [Majority RBlTISin III "GOOd 


Position," Farm Depart- 
ments Indicate 


raw vegetables, taken as a. part of 
the meal, will not be as effective as 


more so, than Chicago, in dealing I the United States and Great Britain 
with its gang problem, only increases i the question arises as to -what is 
the standing of the Chicago depart- 


Raw starches, fed both to normal i Commissioner Whalen's 
arrival 


and diabetic patients in the form of 
uncooked carrots, turnips, onions, to- 
matoes, radishes, and some nuts, 
were found to prevent the rise in 
blood sugar. 


Research is progressing to deter- 


mine whether the use of insulin can 
be avoided in cases -where it has beej 
injected once or twice a day. Prom- 
ising results have rewarded the work 
said Dr. Rosenthal, but no definite 
conclusion has been reached. 


was attended by many chuckles from 
local personages who were witnessing 
what can happen when the rumored 
hook-up between criminals and pub- 
lic officials, fastens itself on another 
city. The fact that New Tork dur- 
ing Chicago's past troubles, took a.; Plead for a new treaty of peace 
self-righteous position only increases 
the expanse of local smiles. 


sufficient strength to -withstand at- 
tack by any third power or group of 
powers. Mr. Stimson has publicly re- 
jected the idea that Great Britain! 
and the United States have any un- 
derstanding with respect to combin- 
ing their navies as was done in 1917. 
The French point to the Mediterran- 


Madison —OP)— The crop year of 


, 


though there has been no immediate' 
favorable- response, 
it was pretty 


broacly indicated a year ago that if - 
there -was evidence on the- part of the 
United States of a neiv sincerity ia 
enforcing their border barriers Can- 
ada -would be willing to go another 
step toward shutting off ths zupalv 
"here. 


MACKENZIE 3IADE PLEDGE 
In the last week of September Pre- 


mier W, L. MacKenzie Kiag made a. 
statement about liquor export -which. 
was taken as a government pledge 
that legislation would be introduced 
in the coming session banning ex- 
port of liquor to the United States. 
ana in spite of the skepticism of H^^* 
W. D. Euler, minister 
of national 


revenue, about the efficacy of such & 
step, there have 
been no develop* _ 


ments since that would lead an ob- 
server to suppose that the govern- 
ment's attitude had changed in the 


with the majority of them re- 


maining in "good position," reports 
to the federal aad state departments 


There are indications that both the 


New Tork and the Chicago police are 


ean as a source 
of difficulty' and of agriculture here indicated today. 


- - 
i Wisconsin's acreage of -winter wheat, 
j according to the crop surveyors, dif- 


The frank statement on the part fers MtUe from that sown a year ago. 
• — 
- 
- 
' 


tnere. 


of France coming as it does several 
weeks in advanca of the London con- 


to a finger injured Saturday morn- 


of music, short talks, instru- 


mental duets and 
which Santa Ciaus 
candy and fruir. 
Dancing for the i 


older people will conclude the eve- 
| ning's entertainment, with music by 
ite Aerial orchestra. 


VOLLEYBALL TEAM HAS' 


FIRST MANILA TALKIE 


REGISTERS BIG FLOP 


•Manila —OP)— Talkies certainly j ™% the man who kmefi. 


most interested in Fred Burke, most j Terence challenges the diplomacy of 
desperate of recent killers. He al- j t&e whole world and particularly the 


i read-v- bas been identified as the lead- i ingenuity of the American delegation . 
er of the gang which massacred the which must on the oae hand defend I Plantings of rye tius year aggregate 
t the United States is' 135.000 acres, slightly 
oelow last 


They reported to "Walter H. Eblmg, 


statistician for the federal-state crop 
reporting service that 40,000 acres of 
winter wheat -were planted this year, 


number as £ 


Moran followers here on last Taien- 
tines Day, and he is suspected of be- 


ing while at work at Gilbert Paper j 
company milL 


A sen was bom Fridav at Theda : -.f_ _„,! ->r_, 
j 
*V!1. cli.U -VLi^. 
ClarK flospital to lir. aac Mrs. Kay ] enlertainecj recenUv ia I 
Krieger. Meaasha. 


Gllbert Krueger is home from the | - 


rniversity of Wisconsin to visit his j Cept5on at the home> a 
father, Hugo Krueger. " 
" ' 


captain of the 
team. He was unable to accompany j 
the team on its northern trip owing' 


. zo a major operation to which he j 
submitted a short time ago. 
; 


Mrs. "William Maitiand, Brighton • 


of their 


1 HOME GAME LEFTl flopped in the first theater to try 


i them in Manila. 
Menasha—According to the sched-; 
TiJ9 preim-er was made a blg nfght 


ule arranged by Fox Paver "* alley j with pn-ces boosted 300 per cen£ for 
Volley Ball League at the opening j the Oceas5on. A11 the 
of the season the remainder of the 
games to be played by Menasha Con- 
gregational team -with one exception j 


j will be out-of-town. 
Menasha - is 


1929 
made varied returns in Wiscon- slightest. The 
political success of 
such a measure seems clear. It would 
be a government measure and -would 
be supported by the progressives, -who 
have been very active in support of 
it on moral grounds, and the con- 
servatives 
opposition 


could hardly make such 
to it in view of the fact 


_ 
eiri scheduied to play at Kaukauna, Jan. 


Jan" 24: at Xeenah Americans, b 
- 
> 


that could 
raise the price crowded 
into the to Iec S5° Patrolmen retire without 


>, but the show proved to be in | replacing them and to cut 320 new 
audience, rather than on the \ Patrolmen from the force in addition, 
_ 
, 
, 
„ 
, 
„ 
. 
. 
. 
., 
to allowing 110 vacancies in the force! league or nations must be considered j reduced production oi cereal grains. 


The sounrf e-fferfs 
WPI-A in«rf efforts.! to go unfilled. Besides 200 firemen ! ^ tbe ^"e oasis of European secur-1 The report then continued: 
e«ects 
j t effects_ to go unfilled. Bes 


strainin 
their ears™** ^ dr°PP^ J 


that Ho. R. B. Bennett, present con- 
servative 
leader, 
H. H- Stevens, 


prominent conservative political, and 
Charles "W. Bell of Hamilton, one of 
the sitting Tory members, were mem- 
bers of the committee of parliament 
which recommended refusal of clear- 
ances in 1926. 


The measure might not be so pop- 


ular in tlie country, although it has 
had the active support 
of several 


prominent newspapers, and the -west 
would approve of it. Quebec is said to 
be indifferent although there is some 
disposition to say: "Why do do much 


_ 
. _ _ _ . . . 
_ 
_ 
.for the United 
States, when they 


is made all the more difficult by j production of fine quality hay, which • flon't do aaj thing for us?" So far as 


he viewpoint of 
France that the i offsets to a. considerable degree the j support for the measure in tlie house 


goes, the Quebec memners have been 
polled and have agreed to get behind 


the premise that 
not interested Li the internal affairs i vears plantings. 
of Europe and also maintain, on the j 
"While the important cash crops of 


Xew Tork racketeer, who was killed i other hand, steadfastly tlie principle ; the state, such as potatoes, tobacco 
Jul" 1, 1S2S. 
! that the Keilogg treaty and moral | and canning crops were stationary 


But right in the midst of evidences i force ;s of prime importance, so that; and minor cash crops were less fa—- 


of growing police effectiveness, the i naval strength can without fear be j ored by current markets, the out- 
councii finance committee proposes ! correspondingly diminished. 
i standing feature of the 1929 crop, ac- 


! The task of the American negoti-! cordiag to Mr. Ebling "is the record 


in order to eifect I '*? and that 
agreements made i !Xever has "Wisconsin harvested so j ju, though they are not particularly 
. 
-• — 
-siinertcsns, oy straining tneir ears,! •--•"— —* —-»*».— ... «.— ~* -~ ^.^-^, - 
. . . . 
. 
' 
- , * . - ! 
. 
. 
, _ * , . , - 
^as i Jan. 29, and at Green Bay Feb. 11. | coul(J cat^h about one fourth of what ia total savins of approximately $3.- i must harmonize with tne spirit and | large a hay crop as was harvested , enthusiastic. 


>%to- iserved at theJWinchester church dm- j The honle game will be played with ! was said~ -^-nat the Fiiininos and' 000,000. 
| the letter of the covenant. ' 
j in 1329 and the quality was general- j in the event that the government 


The American delegation has be-' ly good. The state's production is i saw difficulties in the way of com- 
ing room. Tlie Rev. H. J. 
spoke. 
Mr. and Mrs. Christenser 


formerly resided at Greenville. They 
have lived at Larsen for a year. 


Little Chute on Feb. 7. The schedule 
closes on Feb. 12 with Kaukauna at 


i was said. "What the Filipinos and |' 
Chinese in the audience understood! The Chicago newspapers express I 


John Darrow, T.-JIO is home from 


Beach, fcubnuttec: to a major onera-1 tije University of Wisconsin, cuter- ! 
tion Saturday 
morning at 
Theda. j tained Friday evening at his home j 


Clarli hospital. 


CANT SPEAR FISH * 


THROUGH ICE, WARNING 


on Washingtoii-ave. 
served at 
G.30, 
after 


were played. 


Dinner 
-was j 


\\ hicli cards 


The next meeting of Irnmanuel 


TWIN CITY 


DEATHS 


amounted to a big zero. An Amer- 
ican expressed the sentiment of the 
whites by suggesting- audibly that 
his parly adjourn to the Chinese the- 
ater. 


Despite the bad start three morejwiti'1 the program. 


the belief that the city fathers 
seeking to frighten, the citizens into j ^ ' 
loosening the purse-strings, but they j s 
predict that these politicians -will be; 


i sadly disillusioned if they go through j 


I fore it a monumental task in trying. now estimated 
at nearly 7,400.000 j plete refusal of clearances to liquor 


This j cargoes, it might be thought that the 


viewpoints of continental Europe j production puts Wisconsin into first i present American suggestion, that of 


i to find a. middle ground as bewean {tons which is a new record. 


and the 
there is no such 


• theaters are iastalKV-si sound devlc-1 


ALBERT \Y. WEBER 


Menasha—FunercJ services for Al- 
one in Manila had learned 


; Lutheran Brotherhood will be on the i bert "William "Werner, who died "Wed- j OT)erate the talkie machines. 


home of his j 


Fieweger, Gar- j 


as was evidenced Friday afternoon j During the everting the Rev. E. C. ] urday sxternoon at the home of the j 
when game wardens ordered 
the _ Grauer of "Wausau. v. ill speak. 
| daughter. 
The services were con-'j^ 


siarrcy of a Xeenab ma?. c:T the ice , 
j ducted by tie Rev. J. G. Pohley, pas- • 


to ence Chamberlain has taken 


on a flight above Sagamore hill. 


because they found spears inside. ' 
Miss Ema Therrr.anson was sur- 


15 the a'oserice o£ the owner., prised Friday everur.g 'oy a group 


the wardens visited the shanty took j of 20 young women employed at the 


tor of Trinity Lutheran church. Bu-, 
rial was at Oak Hill cemetery. 
: 
New Evolution Theory Does 
Link Apes With Humanity 


States and while : rank- among the states in the procluc-|limiting the number of ports of en- 
sanguine feeling | tion of tame hay for the past year, try from Canada, would appeal as a 


! about the outcome 
of the London though normally -we rank second to compromise 
•svi-'e'i would placate 


conference, as characterized the com-; Xew York. The most important rea-j those opp<"cd to a drastic cutting 


j ments last October, it is too early to j son for the record hay production of | off of all liquor exports as v/eil as 


the past year is to be found in the_j those dissatisfied with present con- 


ditions They do not think that 
ada should take nine dollars a 
Ion domestic excise tax on liquor and 
then watch it being taken to her bor- 
der ports and 
shipped 
o\er to a. 


neighbor country where the importa- 
tion and consumption of it are of- 
fences against the law of that land. 
They -would fight a^coinpromise as 
vigorously as these who object to 
any further restrictions and betweert 


Inappen 
them ference 


favorable snow cover which protect- 
ed "Wisconsin crops last winter and 


rtll reduce the area of con- j reduced winter damage to a mini- 


troversy as much as possible and! mum as compared with Very heavy 


I postpone until the next conference ! winter damage experienced the prev- 
the discussion of the points on which j jous year. 
In 1925 the state lost 


an agreement was not reached. Con- j nearly one-half of its whiter-wheat, 
tmuing 
international 
conferences : about one-third of its rye and over 


j have been the rule for the last ten ] go.coo acres of alfalfa. 
During the 


] years, but the progress has been con-; past year there were almost no win- 
stant because after each meeting the 
forces of public opinion have been at 
work to reconcile diSerences. 


ty be remcved at once- 
i anniversary at her home on Ann-st. • 


^Fishing througii tlie Ice has start-1A luncheon was served after which • 


ed, aria some good catohes have been ; triage was played. Prizes were won j. ^ 
reported. 
° oy Mrs. E^aJyn "Wslker, Mrs. Earl 
Ccrihardl and Miss Ltrciile 


SCHOOL WILL RESUME 
ilarst- 


the spears, and posted a notice on • telephone exchange, who called to i ANWfJAL MEETING OF 
the door to the effect that the shan-! assist her in observing her birthday; 
! Des Moines, Iowa —W)— A newjths Eocene period, an era estimated j,nn,,r nr t nnr HIT 


UN JA1\. IO!coriCert of evolution, one that at-jusually as about 50,000,000 years ago. \ V{J|jUt Uf LAHbt HAl 


- - 
n.f ' 
, , 
. . i "I am trying," he said, "to de- -. 
set-: tempis to shake apes oat of the hu- j . ^ 
= 


CLASS WORK MONDAY 


Xeenah—Sessions in the public 


schools wi'.l fcs resumed 
Monday 


moming after a vacation. "Wednes- 
day, Xer,- Tear's day. schools v. '.'.I 
~DS closed, but study win 1>3 again re- 
sumed Thursday morning. The short 
holiday vacation is due to the fact 


. - that school started & week late last 


September as the new high school 
was r:ot Quito ready for occupancy 
earlier. 
Sessions 371 t::e 
even:n:? 


school also wl 


and 


;held on ilonciav. Jan. 13. At this 
,ti^e -eports of the organizations of 
; the parish will be submitted. 


family tree without 


! other ideas of Darwin, was 


f end the much despised cave man. I 
altering am trrins to redee^ this whole 


of the' 
MAY BE APPROACHING 


ter losses. 
-Wisconsin's leading cash crop is j the two the proposal would be doom- 


the potato crop and the position of ! &*• io cefeat. 


1 tliis crop m the markets this j-ear is i 
~~ 


j unusually favorable. A marked re- j 
i auction in acreage resulted from last j. 
; year's over production and low prices s ^,a 


BOYS BOLD LIBKARi:- 


Boys of Derbyshire, England, have 


1 together to build a. library for 


, . 
•,,-,- 
- ,- 
, 
• 
i themselves at Trent 
college. 
Tha 


:and ,n audition yielos were low m aj^^^ have taniefl br:cklai-er3 aad 


S55386 COLLECTED IN 


ii COUNCIL MAY 


AGAIN UNTIL 


last 


. . , . - , 
- i - i 
slates witn the result tnat 
Paris — OP)— :,Iofl>stes propose win- ; 
y Md to put t on 
carpenters in their spare time, ana 


Xew i ears' eve will be celebrated 


PI Valley Inn by s. dareing party to j 
3^ g.ven by a groi.p of young mar- 
ried peoj;!?. 
' 


Menasha—The 
__„ 
, 


cil meeting was held Tuesday eve-,of the associate, said: 
.primitive apeman as inhab:tir.S 


A VCO OCPARin nft V ' "'"=' !Dsc- 17' and UnIeSS Mavor W-! "J am entering a Seld where I am ;v-arm forest-clad land." 
AXES SECOND DAY'E. Held 
- 
- 
- 
- 
- 
- 


Neenah—A total or -S5.3S6.S1 was 


collected Thursday by tr.e city treas- 
urer Q'-rins- the second day of the 
annual collection of taxes. Of this. 
S3-^Ti.S4 was for real estate aria tv:e 
! remaining S 154.23 -uas for personal 


rung. A new course of sheet metal ] property taxes. 
The second day's 


work is to be introduced at the open-! collections exceeded that of the first 
ing of the r.sght school. 
' 
,&«•* "fJ" several hundred dollars. 


"- be resumed Monday 


in on Thursday eve-' 


Held calls a special meeting next! aIrROSt a:one_ j ajn adoptilj~ a ne 


•week to look alter urgent b-uSiness, Crac8-t in hoTfiins -hat " 
there v.il! bs nothing doing in city „_,. ^ ,n .5,,, mjm fl 
afTairs until Tuesday evening, Jan. 7. 
This w:ll make fji interval of three 
' weeks "^etwepr: sessions. 


a'earned out in ieK, ^eIvet or wool,. •• ie>; ?'ere a ^^T aS°- ine fl«auty ; 


>--l cepenfiir-g on the hour at which-of *•'« -^ears Potatoes is excenent' 
1 Tr«v are to be worn. 
! tho"JSh irore than the usual portion i 


MENASHA 
PERSONALS 


in proof that man's origin 


MOTORIST DENIES HE 
CH0^ WILL PRESENT 
. 
, 


DROVE WHILE DRUNK: 
CANTATA ONCE MORE? "**"*-*•'- *»• *- - — 


Xeenali—^Ray Bart, arrested Fri-1 


day evening: on a charge of driving 


danger afforded in forests by climb- ] the now living Veddahs of Jnc^a, the ; the rest the mode Is changing fast- 
ing: tress. 
j Pauans of Xew Guinea and the 


"T>.e concept whicli I fur, defend- • tive Australiaris. 


ing Is one that nan could not l>ave i "This discover;'." ha s=a:c. "rh 
r=pcn — ":s brain could not have de- , that the development of that to me 


ped— without severe struggles for : most rnysteriows of all thir,5<=. tli" 
; er have returned, from Marshfield 
.s^^^r^sisi^ ^1n^oS^^''™^s^o^rs^ss^ s;=^5 isss;*^,GERMAN FINDS EARTH is 
1 Frank E. Grove is recovering from , io"est is proverb.ally a deterrent *n tin>o. ins-eao o. -,n O.ia.ernarv ^n-.e i 
to'Uice, instead of m Quaternary tiae 


orderly conduct. 
The arrest 


on X. Commercial-st. 
! 


organ 


;. Reiniiold Matheson at the piano.! <3a>" vacations vith relatives at Lux 


CANT EXTEND TIME 


TO PAY SCHOOL TAXES 


the fact that duiirg a different pe 
' riod when living- conditions in Ei3- 
i rope were easier, the Xear.derthal 
j man. a !ov,-er 
ty;>e of jntelligence. 
I 
WATCH YOUR STEP, BOYS 


j Paris — After -he recent as=er-' flourished. I think this bears 


,. 
j t on of JI. Prunier, many dissrum-' niy plateau liypoihesis." 


JSiaaison —(/?)— In an opinion to _ ]ed whts and husbands can follow 


out ed States Xatlonnl 


Ai:stin H. Clarlc oi ti 


JASPERSON NAMED 


WOODMEN SECRETARY 


N'eenali — Harvey Jasperson lias j Disl. Atty. Pvouei-t Kisser, Dane-co, | h'u lead and claim they -were mar-' pictures of ape and luiman hand and j however, are careful to say t'.iry aw 
:en appointed clerk of tl^e Modern j the attorney general's department i ncd in a trance. He declares that Dr. j foot development to demonstrate his not throwing evolution o-.crboard. I 


'ear. Com and silage produc- j 


Afternoon and dress-up hats a'.- '5c-. wr.f-rot as good as a year ago, | 


most invariably show the influence ^ ia:rl-> satisiactory. - 
; 


ot the droops, draped brim snd, 
Ot.,et- casr. crops s-jcn as t.;e CSJTJ- 


tho osr-ihe-face-lir.e vrltli elongated: r':n^ cro?s sai& tobacco made fairly' 
sices anci bac!:. 
1 s°od r*wrns ar'5 are Jl1 a rather ; 
j favorable position. Minor crops such i 
jas cabbage, onions and beans are in i 
' a less satisfactory position than last < 


The Wisconsin cranberry crop , 


com- 
j 


ago i 


site satisfac-' 


j 


la-| 
y, has [ 


is the 
third ir.:err-at'ori::y ; J,—.es tr.at of the air. he th.nks, jjust given b'rth to her 
eighte'enth ' 


known American scientist this year ^ keeps the co-o ef the earth hard even ' Ch5'<]. 
The mother herself 
is the j 


to suggest modifications in Uca<5 o:'r.t iJs estlrr.atea tempsi-r»itire of near- J eighteenth child of he.- parents, and ! 
evolution. Dr. G^rrit S. Miller, Ur.t- \ ly 10,000 


Professor 


L^ Kireriheit. 


Simon s 
experiments 


On a screen Dr. Osborn showed j museum, arc the others, 


agree with tne behaf4; of geologists, 
many oC v,-hom hold that th^ earth's ~olden wedding surrounded by IIS 


her 17 brothers and sister boast of 
07 children. 
Her parents are still 


living, and recently celebrated their 


been 
AVoodmen of America, succeeding | ruled that power granted by the last Blomn hypnotised him and forced 
John "Webber, v.-ho has held the of-1 legislature to extend the time col-} him to marry a close relation of the ! 


velopment 


belief that apes 
could not have 


flc» for many years and who dechn 
crt another 
term. 
Mr. Jasperson 


•will take charge at once. 


flourished in the open country whore 


Their work points to a kind of cvohi- 


core is not molten or gasoous. 


Sin-.on lieattd l.eltum to e.gh 


times the temperature that turns it 


children and grandchildren. 


lection of tar.cs docs not 
include j doctor's, Prumcr is a rich man ami. man lived. lie said there i.' reason jcoplion 
«>I m^n 
CosocnUt.a cl'.hcr 


those taxes; which are assessed lor. he claims the doctor did this to ga.n I to think that man may have lived in I from a:ics or from some ape-like an- 
school pui-posc/ 
i access to his wealth. 
Jthc open since soon after the close ol'ccstor. 


tion different from the popular cor:-' int-i a tras and then reduced it while 


r'ill vair.i to 
pressure 
GOOO 


that of air. 


a soliu by anpljing 
times greater than 


Yt'ashington—Mrs. Gann has been 


the recipient of a progressive lunch- 
eon. 
She sa'. at a difieru.it table for 


each of the five courses at an affair i 
given by Mrs. William Wolff Smith. 


Radio Set Owners 
Attention! 


If you HOT7 bare a ra- 


dio set "svltli siBgle dial 
control {Using only ONE 
Dial for tmang), and are 
Interested in greatly In- 
creasing your VOLUilE, 
DISTANCE, 
and SEL- 


ECTIVITY,' call us and 
let us explain how this 
can be done "with v- 
little expense. 


We Specialize In 


"Pepping Up" 


Weak Radio Sets 


PontoRadio 


Service 


Tel. 720 


323 No. Commercial St. 
ITEENAH, Stanelle Bldg. 


."SPA.T'FTU 
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APPLETON POST-CRESCENT 


Griffith Beats Risko, Mastro Wins Nod Over Taylor 


- "" 
- 
Jr 
- 
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W 
t. 
_ 
- 
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TUFFY IMPRESSES 


AS HE TAKES NINE 


OUT OF 10 ROUNDS! 


BOWLING 


STANDING OF ELKS LEAGUE 


Now Will Be Matched WithlBaffa!o 


Sharkey on Florida 


Card 


{Philadelphia „ 
Providence 


Jack Sharkey on Florida j 5rool*=. 
•* 
" Xew Yore 
, 


i Washington 


BY EDWARD J. NEIL 
[Baltimore 


Associated Press Sports Writer 
'Boston 


EW YORK—CX?>—The search'Xewark 
N 


23 
23 
22 
21 
21 
21 
IS 


15 
13 


6 
15 
IT 
23 
IS 
IS 


23 
2G 


UMBERLY "5" WINS \LJOO Teams SignedFor 


OVER KFORMATORY: State Bowling Tourney 


At Oshkosh, Fenske Says 


w. L. Pet.| Lefty's Aces Reorganize and: 


Beat 
27 


Prisoners, 33 to 


for en i 
abl-3 of 


cied citizen cap- 


giving plenty of bat-;r, ,. . , 


tie to Jack Sharkey coivn -svhere the;7" ^~ 
palnjs 


AMERICAN LEAGUE 


23 13 


.5Sf ! 
.590! 
.554] 
.5351 
-5oS| Kimberiy—The members 
ol tbe 


**|* j once fast midget basketball team, af- 
-^s'^er no- having T?!ave<! a eingle can:^ 
.-^r, j 
,» . 
^ 


.410 1 last season, traveled 
to the Ureer. 
1 


.3o_JBay Reformatory 
and shor.-ei the 


f prisoners just hc-sv efSclent a b'un--h 


BO Not ClOSe fOr 


Weeks; Expect to Set New =°. 
w' 1 


' 
--nir. 


Mark 


BY W_>L F. FENSKE 


Set-rctsry W. B. A. 


this class In the hearts cf . 


the bo-.vlers 
cf W:scons:;-. 
Thev 


reahre that it is their v.\:i tcurna- 
n^ont. as they ha\c niade it anc a!?1- 


1C\V YORK—OP/—T-.VO fcctba'.i 
>.•-;c...;is iTO'cIcm^ nrjy 
:Ie-Jl r.eit v.cck In oo::::ec::cr. 


control the destiny of tho i?tr.:cs -\s-'v'"-: '-"-e annual 
r.-.cr't-r.cr 
-of 


FOOTBALL MENTORS 
HOLD ANNUAL MEET 


IN N, Y.NEXT WEEK 


Collegiate A. A. Also Con-i 


venes to Discuss Carnegie 
Report 
X 


1929 TABLE 07 


CHAMPIONS 


ir IJV WHENCE FERRY 


Copyright ,1929 


XENNIS— LAWN 


GHICAGOAN GETS 


TECHNICAL K, 0, 


OVER FADIN6 RUD 


r_ited States. 
i 


Xatioual iu-=n s U.-ubles—George M. • 


Lot:. Jr., Chicago ari Johti Does : 
Santa Mc=:c. 


Fall Through Ropes 


and Terre Haute Boxer Is 


. ;-. ctoa:i _ Sa-:a Monica. 
^ 
i f-~* H1C.4 


yb-jset- 1 
x.itlosal i%on-.er.'s tingles—Helen I 
Chic: 


::::ec::cr. \V:"s. Berkeley. Cat.f. 
; ^—^ *?a*>* 


-»!:xc<I 
Icubles—3-etty 


H1CAGO — OP>—Earl Mastro. 


icaso's ccntenSer for the 


, I ~ 
featherweight championship o* 


Xutha.1. the 7ror:<5, today cwne<i a technical 


IS J 


tifi lrc*=> Sioux Ciu-,' 
20 
19 
19 
13 
10 


IS 
19 
20 
20 
20 
19 


... 
1S3 257 1GS 50SJ 


Totals 
S27 $21 73S "SS5 


Won 1, Lost 2 j 


Gerald A 
lantern-javre<! 
Jo-.va. 
; 


While the dev.- sti!! dripped frori: 


the frame of the tough one anS Joe \ ^ 
Humphries waved one v.-et glove I rr. 
r"~ 


aloft in token of decisive victory MlRnes-Dohs 
over Johnny Kisko, the firs, clear j 
ELKS AMERICAN LEAGUE 


note ot the ba'syhoo call rang cut j 
Klk« 4Uevs 


last night from the ringside of iladi-) CLEVELAND 
"son Square Garden. 
' 
^ Stark 


"He looks great," beamed thejsus>.ev 


plump little matchmaker, Tom Me- j £• Kein«-jtz " 
Artile. who has beers losing weight 1 \VegV.er~ .. ".' 
recently searching for the man to jrrm^Ear. 
fight. Sharkey in the second annual j 
~ 


battle of the palaas Feix 27. "I think j 


- Taffy will get thai shot." 
f 


Taffy did look good. The rough • 


youngster vrlth the shock o£ sandy | 
hair belted old John Risko for leu 
rounds to win a. ragged bat 
easy i 


decision. Gerald Ambrose went out i f^' 
to slug with the rubber man from \ 
Cleveland, ana stayed out there J Hacd;cap 
slugging until he liad troa nine of! 
the ten 
rounds beyond 
question j -otals 


while losing one. There were no: INDIANAPOLIS 
kaockdoti ns for ths S42.40C.39 ivorth } G- ilarston 
oC customers, and the rubber man • Cnx<_forJ 
was oniy slightly cut about the face \ McXmaara. 
~t the close, but vras staggered In f Grezens 
six of the rounds by Griffith's short \ Lmdbergr 
rights to the chin and heavy body i Handicap 
., 


attack. 
- 
t _ 


The chief casualty of the evening \ Totals 


•was Referee J->«k 
Denning, 
v,ho TCHICAGO 
lost s. tooth ' 
' 


AS' 
.S33 
.255 


formatory 


wasn't very far 
fcehinu- 
I SCO tear.i :::ark from locahties our- 


The seccr.fi 
half sav.- a shooun 


exhibition by Gossens 
of the fasts sice cf the c:tv c.f Oshkosh, ar.J n-.e 
' 
" 


Lefty's Aces team. He followed every - 


„„.-„-„,. 
.-,_. f,,,... -,V1 .„-,„, 
-•; 
~" "" 
" 
™ 
" ' ' " 
*~~~ 
"1" 


ukee 


ns1 the van v,-:th ive!! over C,\: • 
:e-"ls ar-d this should Le increased 
Bother 50 or ~*> teams. LTiEg-r? yp. 
to:a! -«>ni ihe state n:etro-K>hs " 
- 


Major Frank C-vasaugh is exre.-t- 


e-Z to *::;.-> for another \e.:r as :.,._.'. 


at rest a J!ock 
o: rumors ueallr.^- 


w.th h.s ros«b:-:» successor. 


or!" f.vo cutstan,!- 


.rh:Rsy lineup for 


accepts the George 


Western ;un>r s5r.slcs—Carl Karri- • The ir.eMent. wh::h 
threw 1T.2I1 


r-r.h. Aust.n. Tex. 
spectators into hvS;e-<~al exe'<-»—e--- 
EQ\S' £:r.5l«s— Jav Cohr. Call-.. _. 
. . 
" 
" 


fcrn_:,_ 
: -e-=-=a:ed the secc-a meeting- of the 


"Western boys' doubles—Jay Cofcn | *—-"• ;- «-» ninth round of their 10- 


anJ Charles Hunt. California. 
' rounder at the Chicago Stadium last 


Girls' 
tiirsles—Sarah 
Palfrey,; night. 


Outpointed for 
ro. 
If Ccr.:.r.s Brooklia-?. Mass. 


iv;j jx>st. tl;<rr 


de for 


'195 1S2 170 


I Handicap .. 
99 
2«37 


l manner ere Leinpr m 


•any nsany letters are 
:-lay with entries end al«> with 


ts from a!5 over the st^.;e 


re-' 
o:! 


.. 1C9 
. 165 
.. 144 
.. 113 
. XIC'5 


37 


14S 
14G 
153 
126 
121 


37 


143 
165 
171 
144 
140 


37 


4SS| Totals . 
476 j BUFFALO 
-5GSJF. Fries 
3 S3 ! Koletzke .... 
26S j WeUer 
1111 Verwey 


l\V. Fries 


SOC 2270; Handicap ... 


Won 2. Lost 3 ! 


140 1S2 
14<; 
4GSJ 
Totals 


126 12G 12C 37S; BALTLMCKE 
125 123 1252375 ! C. Green ... 
13S 13S 13S 414! Steve Balliei. 
119 119 119 357 Hoffman 


SS 
SS 
S3 2G4 f Steinberg 
... 


733 731 


S5S 


... ...155 


ISO 


.......17>j 


15S 
177 


20 


903 972 2S93: 
Woa 1, Lost 2 ; 
i$3 195 533• 
.>«.j 


14S 
130 
147 


20 


»>«•-» 
T Q • 
_.£'-» 
i*>-= 


1S2 


20 


.576 
SOI S50 25S7: 


Won 2. Lost 1 


GAGLE AND JONES 
END ARMY FOOTBALL 
J! 
ON COAST 


th in a tough skirmish in j Adsic 
round v.-hen liisko acci- j Schei! 
.".... 


butted liini coming out oi|"SV"oei2 


a.clinch. - 
f Schmidt .";!!!" 


With Victorio Campolo still in the i Heineman 


Argentine, Phil Scott resting in Lon- i Handicao 


not 


35 777 742 2255 


Won 1, Lost 2 


Graef 
Handicap . 


-1G3 
.160 
.157 


.175 
. S3 


1SS 
1S7 
157 
165 


147 
Picked to Beat 


Cadets Because of Back- 
field Strength 


BY RUSSELL -J. NEWLAXD 
Associated Press Sports Writer 


Totals 


tlon, and Has Schmeling not due • 
from Oermahy until spring, there J 
seems little hope 
of 
f umishing j 


Sharkey Tritii foreign opposition at j 
the southern playground in Febni- 
arj-. The only rival for 
Griffiths , 


may spring- from the Garden battle i 
next month, between Otto von Porat, ! 
"the Xorwegian belter, and Paulino- 


" " All signs, however, indicate that! 


Griffiths Trill dra-sr the 
vrinter as-i 


signment in the sunshine. He is 
"fcnovra to possess a, large supply of jjlIcFarlaEe 
•white flannel pants. 


143 174 167 ^gn • Totals 
134 115 123 37S! NEWARK 
140 123 134 _97ip»ank 
1SS 167 132 " 4S7 jKonrad 
2CO 153 135 4SSiRechner 
44 
44 
44 132 Strassburger 


Long .-. 


S5 77G 741 2372 | Handicap .,. 


Won 2 Lost 1' 


152 1S1 11 


'es-an entrv of this character. 


received every: Sheboysan. Mer.asha, Xeen.ih ar.x'. 


Green Eay have 20 odd teams eao'a 
of ivhfch is coming down to O^hkcsh 
, with a line representation. B. 
; Racine and LaCrosse v.-;th 12 tc.inis 
;are going good, and Racine 
*.v:;i 


. have more than 20 whe:! the entries 
!are XJnalJy closed as they always ''.r.- 


", ish strong during the last few vk-e;:;s. 
I V.'aukesha has pepped up this jcar 
; v.-;t!i an ear:y entry of S teams \vh:!j 
-Janosvillc. 
Koh:er. 
Beaver 
Dan:. 


C"dahy and Fort Atkinson have a;: 
even !:a!f dozen teams each. S:^v- 


sci!3 Point. AVausau and Koricon h^-. •? 
:our each and aJ! of those cities v.;:; 
, increase this entry before Jan. P. 
j Shawano. Water-town and Eaa C!air« 
- with three each does not mean ali 
i that they will have as more arc to 
• come- 


South 
Milwaukee, 
Watnvatosa. 


; 
O.rla' lloul«!es—Sarah and Mianne 


be aj- a-.tr^-.:\e sou'.herr. I-rth ' Palfrey. Brookhr.c. ilass. 


avai.ai..o :•: a'.:_:::cn 
to the 


coaching jabs st:!l cpc-n at A:. 


Xatior.a rubh 
Parks 


, (Jet-r^e J. Jcr.nlnss. Jr.. Chicago. | 


ishz rounds but 


still waiting for a chance to er.d the 


s:ns!es—\ 3ght with a knockout. Taylor almost; 
^ . . 
accomplished his purjosa in the 


;nsk-3— Berrte.ey ni«:h round when he Scored the Ch!- 


..orseiRoti at 


t!i r.or.i:. Co!:ins turned out a :lne 
n at North Carolina 
tills year. 


5?oa:h.T!' i-o!::"erenci_- ;:•. s-con«.r. 


ICast \o. West—Eastern 


Kure! Kozeiu!:, Hungary. 


Mo:;'.«= inJoor ^::;s!c£—Je.i:: 


i 


C.,ir.i. C-il-fo::::.' 
NVw Ha-.«r.. 


!:o:-:s ::s annual meeting Mo:-.<!.ty at 
the Koto! Astor ;is the fore-runner oj 
a -Ae.-k's athletic pov.---.vov.-s. :s ex- 
pected to debate the rules and ros-1 BLike, JfaFsachusctt?. 
j 


.^;h!y recommend some chaiisc^. In 
> 
National junior indoor singles—; 


^y_,. sp:tt- o? the protests, however, it i< ' UicharU Murphy. UtJca, N. Y. 
' 
"" !:ot hkciy the coaches as a bctiv \rill 
National junior indoor doubles—j 


r.f-renco 
singes— i tjacfc 


r^o M. Lot:. Jr., University of j 
He carried Ifastro -sv.th him and 


i it looked !:ke a double knockout t:n- 
j til the Chicago sharpshooter mar.- 
I ased to regain h-s feet at the cc-ant 
' of :ivc. Ta> lor. rigid and apparently 


Eoro- j paralyzed. cou!d not arise, anc ref- 


[ cre-3 "Little Phi:- 
Collins aTvarded 


the verdict to Mastro. 
| Mastro's left hand had built up a 
| big point lead, but Taylor alwavs 
j was in there trj ins 'or the 5nishir7i 


i 
Men's i::Uoor iloubics—Francis T. 
| Hunter. New Koch^ll.\ X. Y., and 
i B;U Tilden. Philadelphia. 
i 
V."o::ie:i's indoor singles—Marsraret 


His chance came in the ninth and 


he whipped la. a rattling- left hook, 


188 
17S 
3.13 
13 i 
94 


127 
nr 
127 
134 
94 


117 
156 
121 
504 


94 


,.-1 Totals 
trJ&-{ 
,19 | PROVIDENCE 
»-T ; Johnston 
—Dl: 
.,/-, i Grearson 
" ~ 1 ^-. 
^JQ^ j Cume ..*..... 
053 Balliec 


Jacobson ...... 


T * 7 
-tOta-s 
S39 760 735 2334 


Won 1 Lost 2 


. ..235 
..145 
...1S1 
..255 
..224 


ISO 


o 
Vr.': has been one of the most widely pub- ibi- co'ant at the «nish. 
- 
*?> \ licized youns men of football in Hie ! Keadins between the line 
a3G; 


177 1S2 614 
1S1 221 636 


young- 


st tvro years. Much has been writ i reser%-ations. 
-which 


es of tl-.e 


are not com- 


: of college athlete?. Tliis sroup \va.= 


of his uncanny ability to elude !plcte ^ man^" c5ties v-"in have c!uitc '! 


•Totals 
1040 923 930 2393 


''Kitten 


JUNIOR NET STARS 


DWINDLE T016 


Tournament Is 


With Nation's 


- Players 


; Leonard 
; Dr. Foote :. 
|F. Heinrirz 
j Harsdicap 
| Totals ... 
] ST. PAUL 
| Buchart ... 


149 
124 
127 
13S 
135 


158 
124 
139 
ISO 


142 
124 
145 
153 
122 


449 


4I- • Br Bloomer 
^69 {n. Huss ... 


MEN'S LEAGUE 


Won 3 Lost 0 


gation which led to the revelations of i 


would-be tacklers. His brilliant pass- jf- fevr more teams than they now , eiairsHril^coUesc^roTtba!!11 VHno"j~H "EUdm!nton°~ "s^sles— Harry 
ing from the dead r-:n. and his all- j n^'e spoken .or. we can see at least j ..^ x c A ^ ha_ ^ 
^^^ j Gn.-rnouSli. Massachusetts, 


round -Lon Chaney" maneuverings e-ht ^nared and possibly nine nun-j, 
o{r,corc jncUlclin,, B..;., G'^ ra,. 
W.mbledon champions: 


on thp fpif! Tri =r.nr<- iii«. f y r •«•<»<:- «red teams outside of. the touma- 
,, T). ' 
, 
"• .,' . -T 
o»i L.ie iie.ti. aii enor». ais lar vresc- ; 
._ 
> nier K. Pierce, the president, h:xvo e::- 


ern audience v.-ili not be surprised to- i m^n^ .clt^"- 
.pressed the- view 
that som-.-thin^ 


^ itii.^i,_<ji i; _. i^L. 
- 
, 


Scaaright Cup-John Does, Santa f*usht a °r°at ^-™™<i ««^ ««nt- 


Monica, Calif. 
j y". „ 
m tne serri-final IQ-rounder Hein 


Mueller, recent German heavyweight 


__ I importation, won h!a second straight 
' i start m the United States, easily out- 


j pointing Elzear 
Rious, Canadian 


Seabright Women's Cup— Helen 


409 
-Lr. McHugh . 
C. Gremer .. 
H. ScHommer 


" Handicap .. 


Y o u n o!^°fch 


'-'•fctiip 


.Fassbender 


Handicap 


Tork— Iff) — The national jun- 


ior and boys indoor tennis champion- . Totals 
ships nave progressed far enough i CCsdNXATI 
now so that a. handful of youngsters j La Rose ..... . 


«* • 
«* 
«i 
j.1— . 


70S 730 724 2232 ! 


Won 0 Lost 3 ! 


130 175 135 4411 
Totals .. 


135 136 135 408 Indians 
154 154 134 "462 Pat Garvey 
107 107 107 321 iW. Weyenbei 
161 177 120 458 j F. Schroeder 


57 
57 
57 171! R. Rodlof .. 


710 2261 ! Handicap . 


127 
116 
135 
132 


120 


14i> 
16S 
136 
137 
170 
120 


147 


177 
173 
177' 
120 


i«g . aay if he chc.n:res into a football and • 
(~fs"KO: 


: makes the winning touchdown. 
i pa'S11 and are responsible 
439 
44S 
4-° 


for their; 


A year 330 this 


journeyed to New 


nronth, Stanford I °"vn entry. 


York Cifv and , Oshkosh in 


This is well as it, places 


hands and their 


should be Jone about 
evils. 


S51 S77 9-9 2G7 


soondiv trounced the soldiers, 26-0. |civic sP;riE ~il1 sleP forward before 
That beating- has been rankling for : January 9 an.1 piled up a. surpris- 
a twelve-month and the West Point lia& entry for the tournament which 


i will astonish the bowlers from out- 


tournament city. 
not only -will be seeking- inter- 1 


745 SOS 


Won 3 Lost 


103 
151 
105 
127 
138 
183 


Lost 3 Won 0 j se=tional laurels today but good old- !sido of the 


103 
112 
106 
132 
131 
1S3 


103 
123 
106 


113 
1S3 


i , fashioned football revengs as well. 


3SG( 
The two best known raemcexs of 


The usual record entry is the pre- ' 


diction for Wisconsin 
state again j 


WISCONSIN ENDS 


PRACTICE GRIND 


WITH LOMBARD 


M'-n's 
singles—Henry 
Cochet. i 


France. 
I 


.. aHea-i'd : 
Women'? 
sinslcs—Helen 
Wslt?. J 


: United States. 
', 


I 
?.Ion's uoublct—WiLmcr Allison and 
< 


I John Van liyu, United States, 
j 
Women's 
doubles—Mrs. Watson 


heavyweight tiUehoIcer. 


STARLESS OHIO "5" 


MEETS NOTRE DAME 


3SS 
549 | enough, the football finales -will bej""ish and th5s 


i witnessed three thousand miles from ' your mincis- 


tal:e a load 
f 
r<> 


1S9 


stands out above the rest as posses-l-c-- Henderson, Jr. 137 
ed of genuine tennis talent and ab:l- j Holmes 
ity. 
! Davis " 


Whether or not any o! the young \ Morrissey ..... 


piayers novf doin^ their stu£ on the ! Ilarsdicap ... 
hardwood courts cf the spacious sev-1 
enth .regiment armory vnll ever scale"! Totals 
international heights, 
it is cectain i LOUISVILLE 


167 
159 
134 


46 


152 
110 
160 
127 
233 
45 


1H2 
130 
131 
153 
149 


45 


1 I 
Total 
SOS 
10. 
75 9 


A. Jones 
Johnston 
Van Ryzin 


S42 S2S 


Won 


139 139 
135 131 
151 
15S 


377 i Seliommer's Grocers 
45S : TV. Appleton 
459 ! J. Weyers .. 
53'c ! J. Schommer 
13S :'G. Maul 


I J. School 


771 2441 i 
HandicaT) 


I1C 
113 
161 
137 
132 
133 


Won 3 Lost ^ . _ , 


141 
70 327 I Ca?ie Tl~- 


113 170 "<" -the ~an 


-orne arjd Jn t!-e Srst appearance of } 


0 an -^-rjrl-" team ^.rest of the Rockies. ! 


337 
137 
130 
133 


251 
137 
17'J 
133 


«.ao j . 
45S ! " 


-^ "~ graduated and Jones. 
v.-ho 
developed him, goes 


Those who make a. close study of 


i ihe game, hc-.vever, favor the Carfli- ! 


RIPON STAR AFTER 


9 SPORT LETTERS! 
M 


Badger Cagers Open West-, 


ern Conference Schedule! 
on Jan. 4 
! 


ana Mrs. Michel!, Great Britain. 


Mixed doubles—Helen Wills and n, . 
— , . . 
_ . , 
Francis Hunter, rnited states. 
i C/nicago Entertains Carleton 


TENNIS—COURT 
I 


National singles—Hewitt Morgan, i 


New York. 
J 


National doubles—Jay Gouid anil: 
. 


W. C. Wright, New York. 
j 
Chicago ~V?>— Ohio State's 13C3- 


I 30 basketball prospects will be tested 


and 
Minnesota 


Montana 


Battles 


ADISOX —(/?) — With only 


TRACK AND FIELD—TEAMS 


A. A. I". National Champions, 1929 
)u!<!~ r Track and Field—Men. 


lf.ii y.-r'-Jj dasH—i:dd:e Tolan. Univ. 


-j.' of Mic-h:ir;ni. 


tho 


: conference 


hhort route to cover li^forc ! 
2^0 yartli dash — K Jdio Tolan, Univ. ! sturdy foemctj. 


to the limit tonight when the Buck- 
eyes meet Xotre Dame at Columbus. 
Three other western 
conferenca 


teams—Chicago, Wisconsin and Min- 
nesota—also ivlll be in action against 


opon.n^ of :ts Western 
.-iijt.- S'jr.fdulc the- U::!V<T- 


ot Mxhis.tn. 


•440 yards run—K. F. Eo'.ven. Univ. 


175 
134 
163 


64 


139 
165 
131 
152 
144 


64 


Lost 0 


417» 


Donald "Red" 
Martin 


s-ily of Vv";M.on>.n loni.-l;t faces Loir 
ij;ird <:olI(!SC, cha:ii]>!uns 


- ' of J'ittsburgh. 


Upsct by the loss of 'our members 


of Its squad through 
Ohio State faces a tough oppon^n* in 


192 


that such racquet-swiiisers as WII- 


. liam Jacobs of Ba!iIrr"i-<* n.-'d Sidney 


Seligson of Xevr Tork in the junior. 
division, and Frankie Parker, 11:1- j Heckel ... 


:, and Bernard Friedman, Phil- i Pemal ..." 
152 


adelphla, in the boys* 
class, have < Handicsp 
64 


possibilities for & bnsht tennis fa-1 
lure if they continue 5mpro%*iDs-. 
j Totals 
7S7 SOS S45 244S 


The annual experiment 
in "fa- j MINNEAPOLIS 
Won 0, Lost's j 


tures'' HOT!" has 
reached 
a sase i J. 3Iarston 


,-nhere IS piayers still remain in the : jr. Fischer 
running- for each 
of 
the sir.jlss j Dickenson 


crown. The junior affair :s for j-outbs i Peterson 
under 19 end the boys' for young- 'Seal-on ... 
sters not j-ec 15. 
I Handicap 


In the opinion of Clarence H. I-ow ; 


of New York, once 
a tournament j Totals 
740 7^0 140 22"r ' 


player ana always a t-—'- -=-nt:;rs:- : 
ELKS NATIONAL LEAGUE 
j 


ast, ivhose SOISE. Bobby. P. and St-.i-; 
Elks Alleys 
! 


Totals 


4311 Lciehs Drinks 
507 1 W. Rodlof 
442 i "vV. Newhouse 
459 ! H. Xewhouse . 
\j. Kieffer . 
1 N. Leisch .. 
' 
Handicap 


S12 731 
& 


Vv'on 0 


120 145 154 


149 
104 
115 


115 
104 
115 
117 
152 
1S2 


11, 
104 
115 
140 
1S2 


1 "434 I bas fcut c-":- ar!(i 5»';s running mate, j 
Lost*?. '• JoliTiny ^Iu:"rei;, 
fullback, to stop. ; 


,,*J [ the Army boys wi-I be called upon to [ 


0"^ i nine backSeM tjiroats. Tiie soldier of- i 


Been Crimson's 
Athlete 


Greatest. 


I j>layms Xortinvesstcrji J;ui. 4 and as 


ibo C!:ica£;o ti'.ibur'janitea havo 


the Little ] 
Ssn yard-s tun—Phil Ud wards. New • the Notre Dame nve, ivh:cn has over- 


rollCKC!-. 
\ l*'-'"'< Univ. 
j come all opposition during- the early 


Ones riiiie run—Leo Lcnuond, Eos-, reason, cxce it NortlTt-.-p^rp-r- 
Th"« 


312' 
345 I 
350 


tense is nu;i; aimcst entirely around j Kipon —UP)— A streak on the foot-' 
Cagle and is surp'emanted by Jllr-1 ball field, z. spark of the baskeibali! 
rcH's infrequcr.t xvork. Coach "Pop" i team, and fctar pole vaultcr and dash , 


146 
145 
137 
145 
142 


146 
14S 
137 
145 
142 


145 
137 
14$ 
142 


43S | 
Totals ---- 733 


4CS i Freedom State Bank 
411 1 Rev. Van Dyke 
143 


70S 
Won 


43S J. Geenen 
426 iE. ilurphy 


63 j B. Schram'l 
- , £T. Behlinjr . 


Handicap 


132 
341 
159 


S02 2304 
3 Lost 0 


121 374 


art, 11, entered tee boys" event, it is , XEW YORK 
only by starting the younger genera- j Kunitz 


that the TJ—ited States can regain tie ! gchultz 
3avis cup. 
Gritzmaker" 
TTeber 
Handicap .. 


Bobby and Stuart, though Eho~- 


ing1 real promise, -ivere eliminated in 
the first round yesterday 
start: ill the doubles event. 


141 
1S7 
134 
158 
1S3 
25 


Won 2, Lost 1 


1S6 
145 
153 
171 
197 
25 


3-55 
157 
165 
204 
25 


502 
4SS 
454 
494 
5S4 
75 


Total 
S3S 
SSO 


Van's Pin Ensters 
Lost 


A. Van Dyke .. IIS :3J 
G. ZMcHugh 
120 120 


31. Kieffer 
12$ 125 


H. Hartjes 
14S 14S 


W. Vandenberg- 
125 123 


Handicap 
11G 115 


120 
126 
149 
125 
116 


350 
S7S 


375 
34S 


: Warner charges al! his behin'J-the- j 
. line men v/;th ihe duty of gaining 
: yardage-. 
Kis var.ous combinations 
| aro trained ::i occtpii-jii and func- 
. tion on speed an'l pov/cr. 
i 
Behinii h:s starting 
backfield of 


Fje;shhacker. Smnliing-, liothert ana 
Frentrup. V.~r.r:icr Iifids in reserve 
' Simkins. Clar. CagKcit. Hiiiman and 
. Tilcffat, every or,z c£ them a scoring 


The Stanford ],r.9, v.-iih one cscep- 


• tion, -mil be the =arne that withstood 
the charge of California's Bears iast 


, n^onii}. "Warier Heinscke regular cen- 
• ter. is Ia:d up v.--:^ a cold and v."ill be 
, replaced by Perry Tc\ lor. & rar:gy 
, 200-pounder vrho lacks 
experience, 


3IAK"li.\ 


In football. 


man—that :s Don- 
ald "Red" Xartin 
Ripen 
college's, 


greatest at".)!cte. 


And trhat 
i- 


more, he may be 
the first Kednian 
in history to v. >r. 
uir.e letters. 


Martin. 
v. h o 


weighs ie.c3 tlj'i": 
160 pound?, is on- 
ly ti'.'e 
feet 
six 


inches tail. 
1; i-, 


5'arred in each of 
the three 
jr.ajor' 


major sport?, 


as quarterback, he- 


for 


won 


Totals 


IWEH COMPANY Tl 
M^CT &!^cM*u y 
rr I NfrnlftH R 
LLt IILLilMti i\5 


. PHILADELPffiA 
' Smith . 


S2S 
SSS SS2 25SS 
Totals 
75S 


seiidroth .. 


Industrial Cagers Will Battle- _.ota_g~ 


for Top Position SatUT-; BROOKLYN" 
day 
. 
:Kv^Tan..:: 


Won 1. Lost 2 ; 


134 154 154 4G2 '• 
ISO 1C3 134 449 ; 
115 141 161 417 ' 
153 1S3 ISo 521 ! 
I5S 177 15S 504 \ 


£34 S53 S7S 2575 ! 


Won 1, Lost 2: 


Club's 


E. 


L.4DIES' LEAGt'E 


Won 3 Lost n 


Guerts 


P. Backus 
L. Var.oenberg 


Handicap .... 


Totals .... 


1 


triil be ccter.-n;3cd to n. large extent • j^ 
.ny fifjCli^'Cisry, Pop ~»Ysrner j.as hii 
CarairaTs v.crk:r,~ together a? a un":!. 
b-jt vhc.tr.tr t..cy v.-j;i ^e atCc: to mus- 
ter tr.s Sam-; amount of f:ght that 
th'-y a'.fi &£z.:r,~z Ca^.forn'a :s ;,rov- 
irs S- so"3r~o ' f vorry. jf tr.^y car;, K. 
^tar.fcr.J vi"tor>- F55n:s cirta.r-- II 
they can't, t.-.c Army may sr-rlnj a 


Someone is cue to :>e iopp!c.--i of; ] Flam; 


the tcp run" cf tr.e T. rx. C. A."s " 7 
Industrial oask^tba^I ;easue Satur- ] 


vrhcu the Xsenah K;ra- • 
cap 


i WASHINGTON 


cay evsn;aj 
beriy-Gark team meets taa Wiscon- ] 
s;n-jl:ch;ga.n Po~er company Sve, | 
in one of the t^o battles or: the eve- • ^ ^eeie 
r.ing's care. 
Tl-.fe other game tvill '. t^^&^ 


feature the Kimberiy club team of !" 
~* 


..198 
..144 
..162 
-.144 
.. 39 


171 
153 
155 
151 
132 


59 


^7S 
171 
ISC 
147 
170 
53 


I F. Greyer 


Har.fl:cap 


..SS3 S32 S7S 2503} 


Won 2, Lost l] 


..193 155 179 523! 


. i 


a.11 i-isl 


Ei".;eCu*o. 
iZic> Pover company tvili j 


take the flow ali decked out in brand j 
sietv uniforms i-.-imsc: to knock off i „ 
-,se^ | ^a«er 


Beeian 
" I Berse 


Haucica? 


Totals 


.135 
.155 
.124 
. 61 
61 


its appouents. T.ie team 13 composea ( 
of veterans cag*:rs. many of them 
forn-.sr rserjusri ff the I. 
colles* scjuad. 
boast veteran c: 
fcrrac- Xeenah 
cr.-. 


The ,\cer>.anites aiso 
isc-rs. most of 


hic'x £c:.oc! 


iXcller .. 
iward 


S43 
S43 


...1SS 


...1S9 
...192 


I. School . 
Handicap 


Totals 
~ j Spades 


:. Coffey 


435 
4&; 


Won 2 Lost 1 


123 
SO 
C-4 
307 


1-50 
103 112 371 


&S 
105 
$4 


,7, BRAVES PITCHER IS 
:g, 
SOLD TO FORT WORTH 


227 
Fcrt Wortii, 
Tex—'J?j—i"i"l&TS 


234 C"arksor;. pltci.c-r l.as c^cn purchas- 
— ; ed oy Fort 
Worth of :";,& lix&s ', 


i league from tr.e Boston 
Braves. -. 


• CZaritson has been :n n:a*cr 
ar.d ' 


double A. company for four or five ; 
years. He vrori thirteen g-arnes ar.5 i 


vras injured, averaging "3.7 


yearcs in this department, ar.<i plci:- 
ed up G4I yarcs 'rom Ecrimnvisre-- 
Tr.e average ^:n v.-as 5.3 yards ;: 
try—Hlpon faced tr.rs-i Western -_cn- 
f'rcr.ic tram? uur-r.^ thr1 Lcsr-or,— 
V."i5con?;n, Chicago ar.d Minnesota. 
From his high y~hoo] iay? at Centra!. 


Us", the htt'c cvclcne s'^rrc-1 


''.c-;=t tc-nfc-rer.co 


floor. I'jo 
t-d a? 
Ij 


ovrr the M«i:iv.c-:i s-quad. 


lx»n2i>ar.J is c::;iected t<j -contr 


more than a rr.cre practice t;i 
;he Badger "ponieF," having 
thc> onty pamc ;:.u<-- f;>r thi"- r-'- 
Irf-ii.j: cornposc-u of -.c-tc-rar^, a:.«I 
in^ a general reputation for .--'.^-r 


ij'j ?:;ffK-:c-nt.y • '-ilcil to p'-mu: 
t"". lanky centT. :.:i<; I'.srbet 
v.vrfj, to enter tbc game. "Uju" 
ter, captain, nursed a 
Lur-.; 
head 


throughout the ~cek. One stitch v.-a-s 
four.d necessary aXtc-r he Uumptd a ' 
player in the Carleton s-irns Za.st, 
week, or ..truck his head on the l.c,ck ! 
board. Farl«r suffered a slightiy :n-. 
jurt'J cnkic v.-; ' n chasm j i. b-".I out' 
of tio.inct^ <if"cr a rcr"mvlc i>r.-5er thr- 


to the for-;_rtl rcs-5 ar.-j Chm.t"cv.-«k. 
anil I'a-ji to ="j^r-J. 
Gour Xf!ii:; 


-Leo Lcnuond, Eos-, ..eason, cxce.n Northwestern. 


ton A, A. 
Wildcats managed to do^vn the Irish, 


Hire mill run—Louis Grescric, St. but only by soir.s overtime. 


Chicago wiit entertain a team of 


six footers from Carleton college, and 
Coach Nels Norgren. has stressed 


Marooti-workouts with tha 


hope of oulfooting a raasier team. 


Wisconsin, with three straight vic- 


tories, wi3i meet Lombard at Madi- 
son, and Minnesota, also owner of 
three straight, will entertain ilout- 
ana State's roamirssr Bobcats. 


Vnnficrbllt. on a tour through the 


mi<id!ev,-est, Tviil attempt to prevent 
Loyola of Chicago, from obtainin; 
its tr.-er.ty-fifth straight triumph to- 
m^ht. 
Vanderbilt dropped a 03 to 


1! decision to Butler Ias_ night. 


Tieared po-.-.-erfu! so far this season, i Jrv'-pJjh'3 c- c-> Kev.-ark. 


eanv.fii. Badger coach, i?\ 
125 yards h:gh hurdles—Steve An- 


:s ifi^n to-.vard th«» fir^t Bi-' dcrFon' ^-"n'v- °' Washington, 
x-." i'L-ivin- on their V.vrJ 
CJO >'ar!":K !o"~ hurdi^E—Steve An- , sp€ea ,_, 


th- Wildcats arc rcco;niz-! dc"r;<on' L"niv- °r Washington. 
..;,,„ p ,j,-.,:nrr ari-.-arta™.-' 
"!'!0 >jrds hurd!e«—Gordon Allot, 
...„ «. *.^. ... . ^. "•'"=>-• Denver A (-- 


Thrf-e rniio 
-valk—Harry Hinkei. 


X._-.v York A. C. 
j 


Running hlgii jump—Henry Las- j 


salt-tie. 1-03 Angles A. C. 
j 


jump — Edward 
::,^ 
br<>jd 


l"i:iv. of lo-^a. 


in-4 hop, ste;. ar.d ju 
K-.-Ii':-. 
OJ; n-i>;c Club. 


PC.:- vault—Frederick Stur-Jy. Los 


Ans'-Ico A. C. 
; 


:•; I'j. il.ot put—IIerir.au Bris, L<3= ' 


Ansel's A. C. 
] 


10 Ib. 
hammer—Jack Merchant, f 


Olympic C!ub, San Francisco. 


Indoor Track and Field—Men 
63 yards dash—James TJaley, Ho!~ 


Cross College. 


330 yards run—Charles H. Sag-*, 


T/eight—• P. 
J. 
McDosaifi, j Tale Un:v. 


•- -'•• C. 
; 
630 yard 
run—Phihp Hoards, 


New Tork Univ. 


2.000 yards run.—Kay Cocser, mi- 


nors A. C. 


Two 
mlle 
run- 


:<"?.- Tor 
^ 


D.'FCUS throw—Erio ICrenz, Otvus- 


tlc Cluh, £nn Kranclsco. 
J.-,vc!.n 
throv.—Jc«s 
Mo'tenserj. 


..c-5 Angles A. C. 


Utcathlor.—K-tnr.eth Doh:rty, Cad- 


ilc'.- A. <;.. D.trcit. 


:'"> m.i'j r.in—Jair.-c McDa'Ze. Un- 


steeplechase—Hiso Pur- 


for a.: 
back. 


In "oaskethcll, Marti" ;s captain of 


the present liipou f.-.c-. .^though hr- 
vrsts injured dur.n^ the oper.Ing prac- 
tices, he ;s expected to rejo.n th? 
'team curing the ho^cays. Thi? com-! Oa"~es""v.a,;'':r.M'rc^" Jacktri'V.:'::::^ 


o. 


;-V. oo-"i A. C-, Da ; 
:.:r.ra:r.cr.— Jor.r. 
:•• c:-uj. ii'.rr.."; jn 
7 :,-.i:o v, itlk— Vi". 


:T. ere. 
C. M.'.cs. O!yir.- 
. O-t. 
C^rlf-on, F;n"isn- 


Pa., ar.d Ste-.<j Ko'-co. Toronto. 


vri-I 
him his eighth : 


track r.estt spring. 


Toronto, outpo"-Ud Jol.r.r:;.- 


. T. 'i 


Sacc 


Arr.tr.v-ri A. C- X*iv York. 


-4'» :ar J r,:a;>— Lcs Ar.gc-ies A. C. 
Si'i -cr'j r-:ay—Los Arsgsles A. C. 
Or.e r.-.,:e relay—Xetv York A. C. 
T.vo rr,:Ie relay—Boston A. A. 
Track and field team champion— 


Olympic C'.uh. San Francisco. 
Outdoor Track and Field—Women, j 


C 3 yards dash—Elizabeth Xobln- Un;v. 


TV. o r.iiie 


On^ T.T:!ti -s; 


Tork A. C. 


Stanc-.r.^ h:gh ju~p—Harold Os- 


oorn. li'.Ino^ A. C. 


Standing- bread 
:"urnp— Wiihaia 


Vs'err.er, Grc-er.rvood Track Club. XeTT 


• York. 
j 
Running- high jurcp—Charies W. 


. Major, BrcoKya Harriers A. A. 
, 
15 Ii>. shot—Herbert Schivane, Iji- 


i nois A. C. 
j 
Pole vault—Frederick Sturdy, y«*- 


84 25 


154 
147 
171 
152 
133 


•25 


153 
13S 
170 
1S1 
201 


•2S 


7_'}G. Geenen. ... 
' ' * j K. Schommer 


Handicap .. 


551 417 4S2 1320 


Lost 2 Won 1 


10 G 
r-i 
ill 
es 


.210 
14 i 111 36o 


77 
77 
"7 
ftl>. 


CSS 
Totals 
504 
4S3 


lie-, 
T.Ioir.c-:-, 


Onialu"'. 
;-tO"jpCu 


Minneapolis 
(4); 


i)es r-foincp. outpointed Uiban 
-rty, Minneapolis UO). 


i 
' 
Toia'^ .. 


j. — Joa p;-,a:en. SCSTON 
llAy 
?.liehaelt-oii. De I-ain ... 


Henry 
Felegano, j Stoegl-auer 


Lib- 
i Clark 
• Colubers .. 


.0->3 
S47 


Wo:. 


.142 1S1 
.193 173 
.192 14S 
.107 is<r 


New York 


S.oux 


— -Jerry ''Tuffy" Gr.f- 
City, la., 
o'ltpoinsed 


BUTLER "5" WALLOPS 


VANDERBILT CAGERS 


J.':di_ii2poi;s. Inrl.—0?)—Butler uni- 


versity 77031 :ts second ir.tc-rssctionai 
basketball jj^nrie cf the *veek here 
iast night, defeating- Vandc-rhiit unt- ] 


-31; versity of Xa^hviHe, Tenn., 50 to 13. I 


• ! It vrzs Butler's firth consecutive v!c-1 


1445 
i iory of the reason. Th" Jjontherners 1 
'-.-'-re r>r,tc!ar.-.ca Trim thr-'Ftart. Tr.e! 
f.r&t h'ilf r n d e i C3 to tv.u. 


CHICAGO STADIUM IS 


SUED BY PHYSICIAN 


: 
Chicago —(S?'i— Dr. 
~E. Thorna* 


' 3ra.~<3, former physician at the Chi- 
cago stadium, has filed suit r.gain^t. 


t the corr.r><itiy yesterday seeking cam- 
jages of 5100,009 for false arre?t arl 
| *vhat he termed "damage to his r&j,-' 


DID 
A 


Lost OjJonnny Tlisko, Cleveland, do). Larry 


-•~-* Johnson, Chicago, knocked out Joe- 


Se!cj-ra, Dayton, O., (1); Paul Cava- 
lier, Paterson. 
X. J.: outpointed 


ISO 
194 
1-75 
153 


550 
515 
47U 


ro. CMco^o, 
rro 
Haute,, 


Harold Mays, Eayonne, X. J., (10). 
[(10). 


stopper! Bud Taylor. T-: 
led., (S); Ilein 
Mueller, Germany, 


outpointed Elzear Itioux, Canada, 


| 
FOR FIGHTS IN EAST 


' 
San Francisco —!J?t— Joe Koth. 


n nr.aijer of Eddie Mrxck, Denver j;in- J 
ior Hghtwoight, has signed Mack for ; 
three fights next summer at Kbbet>- j 
Field, Brooklyn. Xo opponents wen,- 
named, in the contract. 


YOU KNOW THAT— 
^ '.''(Nrf" 
•-- -^ 
•' *— 
^..i - 


I-ion-_I f'onifl.'-r. 
:.^anajr> r 


of the Xtv.- Yor.< Atr.er.'-an-; ar.'l 
a %-tcran J-o^vy ftar. . . . ' I K I f-i 
then- arc 
-•> i.oc>:--y j.jaycrs i-. 


the league right now v.ho rou'u 
c ha^-j cither on^- of tho-e 
guy-v. 


(Shires or Traftoni right out of 


i j the ring." f-ajs Lionel... .E< <!ik> 
! i.ockf-y, Con^fhrr J^.iyeU 
< !.!>•=; 


A.V 


wa<? onr of the l>t.st «=occfr 


-I 


\\vts a r/>vimu'!inc; chanij/ion. a line 
lucro'-se jilayer and formerly SicliI 
th"? amateur heavyweight boxing 
•itlo in Canada. 


i son, Iliineis Women's A. C., Chicago. [ 17-S mils isedlsv relay—I 
j 
100 yards cash—Elizabeth Kobin- j Central Y. il. C. A. 


! -on. Illinois Women's A. C., Chicago, j 
Team champion—Elinots A. C. 


• 
_:o yarcs cash—Slaybelie Gil'.:-! Indoor Track and FleJo—Women 


, ar.O. :>::::-v?e A. A.. New York. 
1 40 yarcs 
cash— Mary 
Carew, 


i 
SO meter hurd:?s— Helen Filkey; ile^ford, (Mass.) Girl's A. C. 


; V.'p.rren, ir.:no:s Women's A. C.,; 
220 yards dash—Catherine 31. Don- 


• Chicago. 
jovan. Prudential Insurance A. A, 


, 
Itunning broaci jump—Xellie TocM,' Xe^rark. 


i lihnois Vv'onien's A. C.. Chicago. 
j 
SO yarcs hurdles—Catherine 
M. 


n jump—.Jean Shiiey, !r>onovar.. Prudential Insui^ac* A. A_ 


Xewark. 


Standing bro;icl jump— Kathsrina 


R. Mearls, Boston S. A. 


ileado-vvbrook Club. Fhiladeiphia. 


Baseball throw—G!ora Russell. Xo. 


Cilifura.n A. A.. Eureka, Calif. 


Shot put—it. na McDonalu, Boston ' 
S ib. shoi put—Kena 


Sv.-nnming Club. 
Boston S. A. 


Javelin th:o-.v—liliteie 11:11, 
Pru-! 
Running higli jump—Jean Shiley, 


Ir-ntial A. t".. Xewark. 
Meacknvbrook Club, Philadelphia. 


Di.tcus throw— Ilena 
JIcDonalU, 
440 yarJs relay—Aliliro3f> A. A., 


Ho-iton Swimming- Assn. 
Xew York. 


A., 
Basket ball throw—ilarietta Cers*. 
i Prudential Insurance A. A., JfwaxV. 


440 yards .-clay—Millrosc A. 


[ Xcv,- 
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rent's Page o/ Comics and 


MOftTNPOP 
Getting Acquainted With Aunt Amy 
By Cowan 


WtLUONWBe.mVS.tEN 


YM 


BtlXKND UV At ELEVEN 
^4 
* 
,-- 
,!--* 


VLL S*MPW SCPEXM \ WE.LL.NNE 
IF SHE, WAS ON THKt 
\ SHOVHJ& 


IK \ THE LESS SHE 


TPkFFETK 
\ 
SPENDS ON 


DPESS, WiMN TODAV. 
1 CLOTHES THE. 


SHE'S V4OW IT CVLft / 
MORf'WE'i. 


SVHCE. SHE CM1E 
y< 


FOR WEB 


SME 


WON MK$T> VT AN* 
TO UVE ON HE'S 


XOO \Vl*k(«\r4E. WET* 


TO Gt'.VE ttt THE 


THKT SWE. WKSN'T ttUCH ? 


I / 
I / 
OEUKtlVES P1.EKD 'PCWEWtY TO STKU. 


!/ 
OFF *V POSSIBLE f OO^H WH1UE. THE 


If 
POQfc ONES MJE BUSV TBvmfc TO 


I 
VOU THE. mPTJESSlON tHKT THEX HKVE 


I 
OODUE.S OF JKCX. *NT> *AX THE "WE 


H 
-^HEX'fcE. US\NG XOUtt HOWE ftS K 


TOV«VST CM1P 1O SAVE HOTEU BOXS, 


FRECKLES AND HIS FRIENDS 
Took Him for a Baboon! 
By Blosser 


YOO OO4T SS£.'.\ 
To XMc>w V/HAT 
WEEK TU. SC 


A GOOD 


IDEA 


vtJSAfiT TO DO, 


DO YOU, 
k!0 STARTED 


FOR COAT, stm 


_ 
MC*-U.S.f>AT.<*r. 
CI92*. »T ISA SERVKC, 


SALESMAN SAM 
Maybe She Will, Sain 
By Small 


ftWftMTTb PftY MY BtU- IM 
^tJU-, Sft>\— THS 
LOSfMO fVGOOD CUSTOMSR.— 


l WHY WOULDN'T i 


HU&BY <spi\ie. we. *Ao«e< FOR. 


ftMO I'tAOOtMG-Tb 


ft TRIP ftSROftD- 


oon'r T^CI. 
(\WT THAT SWELL! 


BOOTS AND HER BUDDIES 
Why? 
By Martin 


DKRE. 6O \NtTO Tft' UMtti' ROOM 


— W«E» 


WHY ?«PMBC[T VSEEW 


I TA' CEVUW' f 


OUT OUR WAY 
By Williams 
OUR BOARDING HOUSE 
By Ahern 


SGRRV MR. 


HAv/E 
' BOARD 


-lBF2.<d 


VJB vlA\/S A -fUB 


SJKS. To7$ -1H" 


Moul 


fo BRSAK: -w TuiL.es 


Hv/SR^/ ~BoAfcDi*i<5 


r-. 
-T St 
0p HAN/V 


x 00 


AriSAP -^iO- VJAlTf 1 


.1 


"We present an exclusive picture of Major Hoople as 


played Santa to tlie Mds of the neighborhood. The 


Major, you will remember succeeded in getting 


a radio for the Owl's Club. Now he is 
promoting the Hoople household into 


a new MAJESTIC 1930 All-Elec- 


tric Eadio from Zaelke's. 
At 


Znelke's reasonable terms, 


evsn the Major can afford 


a Majestic. So can you. 


See us tomorrow! 


Phone 405 
One Door East of Appleton State Bank 


USE YOUR CHRISTMAS GIFT MONEY AS 
31RST PAYMENT ON A "MAJESTIC." 


THE LUXURY HUSBAND' 


J3 ^ J3 -V J& Ju.fr .8 T 
W A Y . S I E 
J B R K I O JJ jc^Jjf j,Qj^ 


Chaoier 40 


THE KXAVE OF JAZZ 


B 


ARBARA v:ent pale—this girl 
•was rylns to t II her 
that 


Ray still loved his \rife. She 


laughed sbakiiy. 


"That's absur-1." 
"I •wish it v.-ere. I'ra as much in 


lo\e •witii Ray as 3"ou are. It doesn't 
-nreigli an ounce \vith me that you're 
his -wife. It's that 
"' she tooi 


a Ions breaih, "t guess he'd rather 
have you in the long run. That is, 
if you've stopp-_d 
being such 


darned little snob." 


"How do you 
mean?"' Barbara 


ivas past taking offense at anything 
now. 


"I mean about his music. He's 


told me how you objected to his 
playing in an orchestra- How you 
regarded it as beneath your social 
status. He's tolc me. too, that you 
even laughed at 
his composing: 


"^~hy, girl, you're mad. You ought 
to be proud of him! Proud tha 
he's got something to 
give 
the 


world that •will make folks glad. 1 
guess if he were -writing this high- 
brow sob stuff 
you'd be pleased? 


Happiness is the only thing in this 
•world that counts, and it the jazz 
Ray \vrites will make folks happy 
you ought to put nun up on a. pedes- 
tal ana how down at his feet . . -" 
shs broke off. 


A long sileac3 
Finally Barbara 
spoks slowly: 


"I believe you're right. Lately 


my ideas have changed about his 
music. 7 suppose Jt was 
hearing 


him play at the club." 


Tiita looked ai her for a long 


moment- Then, impulsively, she 
stretched out hsr haad, gripping 
Barbara by the arm. 


"I believe you and I are in for a 


;ong session. I'l! tell you all about 
Ray and myself from the first mo- 
ment I spoke to him at the Golden 
Dollar." 


Barbara sat abruptly 
on the 


couch. Rita lowered her long, slim 
body gracefully into an armchair. 
Then it was thar the strange unre- 
ality of the 
situation came over 


Barbara. Both of them admittedlj- 
in love with Ray—both 
of them 


bound up in his life—yet they had, 
at that moment, the appearance of 
two good friends on the point of an 
informal chat. 
"It happened hke this . . ." RUa 
began. 


Forthwith she told Barbara the 


entire story. 
vThen 
she had fin- 


ished she 
lookea expectantly at 


Barbara—bur Barbara had her face 
averted, looking aowa to where her 
hands were clasped around one 
knee- 


thought there had been a deal of 
sense in what Rita had said. 


"You—you haven't anj- idea how 


I should set about 
it?'* Barbara 


asked- 


Rita looked up at her crilckly- 


Suddenly she laughed. 


"Meaning you want a.e to help 


bring the two of you together? Say, 
what do you- take me for? Sonaa 
one's having a. mighty good laugh 
at my expense. I'm the goat of this 
situation—but wlien there are three 
of you, some ou-3 must be the goat, 
so I guess it might as well be me."' 
She frowned while she undid the 
little vanity case on her finger. "I 
guess since I started this party, it's 
up to me to see it through. If any- 
thing bright occurs, I'll phone some 
time this evening. 


Rita, was as good as her 
-word. 


Promptly "at eight the telephone 
raiig. 


'•I've a splendid scheme," Rita's 


husky vo;ce carne over the wire. 
''Maybe it's s. bit theatrical, but 
then I guess theatrical stunts are 
ali in my line. Are you any use at 
dancing in public?" 


"I can do stage dancing—if that's 


what you mean." 


''Sure. I'll te.I you what—I'm go- 


ing to leach you- the Xew Yorker. 
It'? an invention of my own. Do- 
ing anything tonight?"' 


"Xo. And if i werp I'd call it 


oS." 


"I'll be round in half an hour to 


begin rehearsing- you" 


VTith that she abruptly -hung tip 


the receiver, leaving Barbara won- 
dering how some dance called th* 
Xew Yorker could possibly have 
anything to do with her becoming 
reconciled to Ray 
» 
* 
» 
* 


'"The Knave o! Jazz," spelt in 


twinkling eiectrio lights that wink- 
ed against the \-elvtrty back ground 
of a sultry September night, was of- 
ficially onening its doors to the pub- 
lic. 


JLamousiness aund taxis, rolling up 


in a never-ending stream, -were dis- 
charging 
ihei,- occupants. A uni- 


formed attendant hastened to escort 
them across the 
sidewalk 
that 


swarmed with a jostling, good-na- 
tured crowd, to the -heater lobby. 
Here the air was tense with that 
sense of expectancy that a first 
night invariably arouses. 


Some had heard Ray at the Gold- 


en Dollar and had canced to his 
tune.~. They felt in every way su- 
perior to 
their less 
fortunate 


friends. - 


"Sure. I know him. He's tire 


fellow who used to play the sax at 
th<i Goldei Doliar"' 


"That so? I see by the program 


| 
"I'm sorry I ihougr.t what I did 


! —that I said svhat I did. 
You've 
ve 
cor.e an awful lot for Ray—more 
than I ever nai-*. I gave r.5m rny- 
se!f—I gave 
him 
my 
money—I : 


thought tha; •'hould ce sufficient-1 
But you, you gave him I,is cream, i 
I suess tliat counts more than any- j 
thing with a, man. You have more j 
r.ght to h:ra ttnn I. . . . " 
j 


Rita nodded <5iapna-jcal:y. 
! 


"Sure. I have more right, but iove 
isn't a question cf that. If it were, 
this worU •Rouij be a simpler p:ace 
to irve in. . . But if you want 
Ray back you've got to 
convince 


him that your i-^eas ha\e changed. 
BeMeve rae. from what I know, it'll 
take a lot of convincing:" 


Barbara bit white, cry lips. She 


nodded slowly. 


'•I wonder why I was ever such 
a foo.?" 


"I guess it wasn't altogether \our 


fatrit" Rita cor.ce'ied, rising. "It j 
was the v,ay \oj v.ere brought up 
in a money made, money-worship- 
ping set. I had the goo<2 foitunc to 
be born poor." 


Xot long before Baibar.t \\oulil 


have oontettel that st^tclnent. Sht- 
had refused to believe 
thru 
tin* 


might be true. The mere thought 
was rank treason 
in the set 
to 


which she belonged. But now sh« 


_ _ _ ! he's to appear an person 
for ons 


number, rsovel idea, eh?'' 


'-Yeap. It's for a dance number, 


I see. The Xew Yorker. Seems to 
m-i ihe name of the girl !s fasriKar, 
E:ra Giimore."" 


Then 
some 
one 
murmured 


' Sh^sh." for t?,e lights had oeen 
lowered and the curtain quivered 
preliminary to rising. There fol- 
lowed the inevitable few minutes 
of confusion. 


Final.y the. curtain rose. Imme- 


diately there followed a spontaneous 
outburst of applause. The scene. 
representiPg the Kingdom of Jazz. 
wa& gorgeous in the extreme. Jazz 
was symbolized In the costumes ofi 
the chorus, in the bizarre and " ex- 
travagant settings and in the scen- 
ery itself, designed by the 
famous 


Goaretz, a brilliant color scheme 
of black, cerise snd gold. 


Small wonder the jaded eyes o' 


the audience widened Small won- 
der they sat spellbound throughout 
the first -number. Each sensed that 
that ni^ht jazz was to reach a high- 
er plane than u ha*] yet attained. 
Tense they sat. their intelligence 
ar>3 their fancv 
captured 
within 


those fir.st few minutes. 


fCopv right, Di;il Press) 


Rita's sporting plot is revealed—' 


iu tomorrow's chapter. 
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CHRISTMAS TRADE 
GENERALLY GOOD, 
MERCHANTS REPORT 


3 REPORTED MISSING 


TO MILWAUKEE POLICE 
Hi» M*«i) —On— Cfcriatma* _»? _ 


brought aorrow.instead of happiness 1 
to thr*» Milwaukee families. 
f 


O'Connor, 22, le*_ home be-: 


MOVE STARTED TO 
| Yoiw0er Members Again 


-£s« she 
so" money to buy 


Key 
Industries 


Back into Activity-r-Pros- 
pects Bright 


of 
prid?, 
*. i 
! presents. Her spirit 


JUmpjfig I sister, Mr*. Katherim 
| police, drova ASS«S away rather; 
' j than rec*iT« their sympathy, 
; 


1 
Mrs. Grace Gutenkuns: vanished j 


1 after a. quarr«i about sifts 
-with J 


nv j r- -mvr IT 
{her husband. Peter, 
j 
„ __•/»* *' V ~°JLE ,__ 
1 
John G«!n, 44, was afraid to re-. 
Coprrichr, 1929, by Cons. Press 
p^ to jjj, employers that h* ta_ i 


Xew Ycrif—After a. thoro'Jgh study j^ accident with his machine Christ-1 
sales receipts, zhe merchants of j -j.^ £3,- 
TJC 
' ' -merica in general are highly aati*- j ^-^ .^ ?5'h 
acco-dinr to his 


>• ;ed with tbe proSta they piled up i= j-^.T Catherine' 


= the- holiday seasoa. In cn!y & few! 
"' 
' 


X«r York — 


set 


— On a Tuletide \ a$« by her father. Roasld H. Ciirtis. 


tion. Pajamas so e-. erywhere no-.v- ] 
adnys, eten at bridgs tables in the 


the evening. Bu; here's the cater.' 
The pa.—mas you wear to tr.Cs-a or 
C-r.ner are more Z-sur.ous anC ger.er-', 
„... 
, 
,^ 
ally -svlJcr as to trous-rs t-izi trcse 
Milwaukee — iff) — rlr^ 
_•;.- a J.-'? a 
v."ck. ago. Cc*r~uaicatlo2 


Briefs About Badgers 


Dei-shay, toid« it js Only a Question 
awav 
TSTli»r s 
Before 
They 
Will 


Barred 


yo--^s*r Kesftersthe longest of -which -svas bordered 


! once 


tao"?. Th.?ro Is, a.5t?r 2."' 3. drr**"* -^ 
en??1. 


t^ d«-er- 


Eeloit — '*&) — The frouiler moves 


BY ROBERT MACK 


1939, By Cans. Prma 


___ ^ 
_ ] Washington —(CPA)— Quack doc-[cenrer ot the sliuerin^ Chris-^iias 
^ "vo-je ] tors "ar.fi other individuals who ped- [ pageant. 3y score* the sons and 
-o },;,, die wares of questionable inerit and 


sections was the volume of 
unsatisfacscry. Even in such terrl-j 
torzal divisions, tee faliins- oi? com- i 
pared with 1S2S -was slight and to be 1 
attributed not to general conditions j 
wbsc-ii sow erisi. but. to the weaiher ] 
or some special development aSTeci- - 
In™-tee section Elone. 
i 


_In most of the larjrp- trace centers,; 


the dollar volume of business done \ 
was wel! above that of 132S. There j CSLTVt 
was a falling 
e£ ia purchases of' 


some of the high-priced articles us- j 
ually listed in the luxury 
class but • 


th=s v. as counterbalanced by buying j 
of a larger number of gifts at moder-1 
are cost. 


SAN BUS INDIANS, 
TRUE TO TRADITION, 


PLANES 


; advertising 
| for a. fall. 


Public sentiment 


:cre in the spotligh". 
j with point d» Venice 
lac-?. 
She' 


' 
Th« debutantes and collegians I wore a Ions tulle veil and carried a ' 


i wfcos* gaieties hav* been oversiac- \ sheaf of lihes. 
' 


j owed recently by the festivities of j Ker bridal a:t?r.dc.nts were costuni 
[their elders, found themselves tie;ed :n frocks of creara-ooZjred taSets, 


short puffed slee\ es and long clr- ( 
cu-ar skirts. Tr.ey wore long white* 
gloves and small C2.t*s cf s;o!c and ^ 
silver mesh. th3> only color note is' 


Hand blcckeC scarfs are 
more ^-:I more cl .c. Though at £rs: ------- ~-; 


\V2tikesha —^ff)— A guarii -sas so"th. O. J. FJelitad yesieriay cao- 


-„„ '-letailed today to '.he v. recked r.^s- tured a far. r, the Crst he had s^jr; 


, 
. 
. 
daughters v%-ho spend Their days 


] have bees thriving through radio j Yassar, Harvard an<i other schools 


campaigns are heading I arrived to take part in the holicay 


; gaiety with their fsmiiies. 
agaisst the -use] Prom the Srst of this week un:ll 


Tr^op I cf 


• of raoio for illicit advertising; parti- ixew Tear's cay they and their <_£-• 
) cularly cf q'jrack >ne<i!eln?s anc cure-,' butante sisters dominate tie social. 
jails, is being aroased to the extent I stage and so man;- parties, dinners 
: that it is 3ust & cjJiestion of time and aacces have been planned i:' 
! before- they are driven from the air,; their honor that thev r:c,ve fou"d .t 


the ensemble being the re-d ar.en-.or.es 
that sprinkle*! their , t?-_~uets c:" 
\\^ite c3i~nations. 


-s::r <_• s-^ns a so'-' c* *" s •? — e-><- 
^ ,- 
,-* 
— " 
~ ' 
---'-^ - -- 
• 
,- ,™ ,s 
- - " \-— 
~, 
Berlin —'-5s.— S-- r" stek "~ 
*o • -«* 2i:li X:T.- y,- . '.a.air'-- z~ i"--» 


Just as they have been from the i almost in^pcssibls 
newspapers anil periodicals. Kot|ci:es. 


o catch all 


Get Over Treatment\^S£^^ co=i:aercia! 


prospering Iron* 


-Thpm hv ^nan.'—* ra£io campaigns, but a sizeable 
inem uy jspan-. S=WI9 ct small ^.^^ -.^ see 


iards Years Ago 


Jfany 
of the f.i^liionEbles spent 


Cliristnas a: tltc:r Ij:--g Island cs- 
tczes, -.\here gr^e:.houses and \vocJ- 


but the lucre, hc.i e been reap-' cJ crres supplied t=-e poinscttss -rO 


Christines trees 'or the cecorat.cn" 
of the ssacious hon^es. One of t'.ie; 
Icrges: fanii-y parties was iield 


EXTREME FEATURES 


IN STYLES GOING 


Skirts Next Spring Will Hang 


from Four to Six Inches 
Below Knee 


^r Or2.i!»e. X. -J —Jc>'.:-. D. Reel. 


Saperlor —0^— Af-=r --. _r~ c_- 


.m to attempt ; .» 
3-year-cld 
C .a-.-s 


Barred from the printed page 
BY PAUL BEXTOX 
codes of ethics adopted by the fourth 
Copyright, 1929, by Cons. Press 


c 
s' 
rus, 
crowds 
ments. 


START NEXT DKI\-E 
, 
Sales efforts did not relax s. mo-Snot sur?ris!n= ' 


ment. Hardly 
Christmas 
«Jressers and advertising- departments 
commenced to set bcsy 'or the post- 


those vrho know 


Christinas rash. There are always a 
large number of exchanges looked 
for ia the week following Christmas. 
These in the old dav-s were regarded 
as anything- but an tinmised blessing, 
bat today the merchants realize that 
they serve to bring large numbers of 
customers to the stores. In fact, they 
one department from which all other 
ace exactly as does the special sale m 
departments benefit: to a greater or 
•ess degree. If a, merchant can. at- 
tract s. saScient number ot people to 
tae store, sales are bound to come, 


Preparations are already in. hand 


for the Jancary 
sales and in most 
•^tores the public -was greeted tcday 


by lines l|ttle resembling the. holi- 
day goods to which it had become ac- 
customed for the last month. Adver- 
tising has been of splendid volume, 
according to reports 
from various 


sources, and there is evidence tbat it 
win continue at 
a- liigh. rate for 
iveeks to come. 


In the industrial centers, mHTg and 


factories are back in full swing to- 
day, with inventory season past and 
new equipment installed or old 


company and have gone so far ss 


equip- 
ment put into shape for fc->ovy runs. 
The steel mills probably will not be 
fully up to their present; quota rate 
until the end of the -week but orders 
0_v™»0 «.^ ~~, ^^^ ^..1.,^™ 


are reported coming in in excellent! year old hatred and distrust of the 
_shape. The 
automobile producers i white man. 


to threaten aviators and ihelr gaso- 
Slne supplies at the PuerSa. Sscoces 
stauon. 


Eecaiiing the history o£ the Saa- 
Blas, it is knotvn that Balboa, the 
great Spanish t-nplorer '"discovered" 
thsm and he treated tliem pretty 
we!!, records shov.-. On the oiher 
hand, his successor as viceroy. Ped- 
ro I>1 Avila, treated them verj- bailly. 
So. the San-B:as. then a powerful and 
nariierous people known, generieal- 
!y as the Kanas and livinsf on the 
coasr and in the mountain jungles of 
eastern. Panama, threw out the 
Spainards in 1535. _ 


They have kspt- the country free 


of strangers since that day. 
Ton 


are welcome to trade with them —JE 
they agree. They themselves do a. lot 
of traveling and many a San-Bias 
brave shipped for long vcyages on 
Xev* Bedford v.-halers of a century 
ago, as they do on steamships today. 
But for exchisiveness the San-Elas 
have any '-400" anywhere simply 
backed oft the map. 


Occasional exploring parties such 


as the much discussed ilarsli Barien 
expedition of 19-4, penetrated their 
country 
and even were guests in 
their villages. The San-B!as seemed 
to be getting over his three hundred 


are gradually taking on a few more 
men and are making- preparations for 
Then in ±525 came a ''revolution" 


against Panama, the nation which 
the shows and for the shipment and claims sovereignty over the San-Bias. 
..delivery of jievr 
models after the 


shows. Merger rumors again are pop- 


<ip through the automobile map, 
no negotiations- 
hare as yet 


reached a. stage where their success 
or failure can be definitely predicted. 


BIG ELECTRICAL DEMAND 


pin 
but 


^The farm equipment makers and boatmen in the wo^Id. Thev 
tne proaucers of electrical equipment 
are working at z. hrgh rate. %Vhat toe 
holiday season meant; to the electri- 
'cal equipment man can be estimated 
by the fact that SO.OOQ.OOO Christmas 


Kichard O. ifarsh. an American, was 
reported at the time to hare had 
much to do with the uprising. Peace- 
ful American intervention prevented 
serious bloodshed. 


The San-Bias are a. curious race, 


probably among the finest 


the gullible public. Conse-Ithat always 


stations, 
notably j Christmas family parly, 


are carrying their 
* « -» 


?in ,it>Iy iss climinacd by spring, only 


• best features leing letaincvi. 
l best features secnr to be skins : 


not • four to s;x inches beloxv tile kr.c-j 


,_ 
line not too nippea-i:2. A 
vast majority of the little ones, as a of iliss Lettys C-rtis and I>r. Dan-: ;C2-, -women, as a inatter cf 


have i>ret:y gencraHy declined t 


and better than 


ever. The larger stations, and the 


The Organization Of Fox Theatres 


«!;-y \\illi.:::! JVx <'rr;.ii:i:.iti.iii has no 015113! !n tiic tlu-nrr:cnl «t'rrj. and Is i: >• ^urffi^-eci in any 
| 
oElter li:«o uf i:'.Ju-.!r>. I; itiutrols the !.irjri"vt motion jjit-Iure -..uijisx in the v,erl ". — ;1: • F<,t Mctse- 


."!-,':ro lio'.ti.ji: ^I::j^r; mrr !""30 urt-.it p.iljct's of in >:io:i picliir^ ci::cr£aiii:i:.*:it let! 5>\ tls- *;•»';•. theatre 
j;i N-"v ^.irl, t;:>. 
It "ri^inaset! ilu- "[all.iiiz noH-rcel" 'Ki,\. Mov^'ioue Nt w= : i: 
;> i»---or',l ri 


">>o;i:ui u:j-t.t:n" (Moiiotuiu* procf-s'; it is now jjia-u'erii:™ Si:^ Iar^_- screen :!iar ^ive-* <'';):!! ns v.?H 
as ~<!tjitto:-.i! \\:!.ii -I'os l.rruuk'ur Hhnl ami i-thcr imporlant <!f\f!'ipinea:-.. 
\\ i:h t!:i>v orsau!ja::on, 


\^ ;!!;.:;:i I n\ 1-a. in> ci.fliciihy in pre^entinK the tinc--J c::tertn:u:::e!it ix>.'o>:b!o for :!:*• i>eo;t!e of Appli'tos. 


The Chirstms1; week 
-a. 


without its ivetUings. The nuptials'^ 


small 
make 


incredible sea journeys in their keel- 
less dug-out canoes, equipped with 
home made sails even a more frail 
craft than the Polynesian 
dug-out 


for househoio. s!ec- 
trlcal eq.uipment has been exceeding- 
ly heavy in the.last month. 


The statistical position of copper is 
such that strong baying ' 


ac 150-- i the coast a. miie or so. 
°ht3 in f^ Sa*»« are quick to take of- 
fense, suspicious and when aroused 
dangerous, iut they believe in fair 
play, are not treacherous and by na- 
ture are genial and Mnciiy. Such bad 
... . 
Qualities as they have are the result 
pated itt tee not ostant future. The j of the deep distrust implanted in 
leaa producers are in fine shape, but j their ancestors by the conquistado-es 
tee zinc men are not expecting any {four centuries asro. 
immediate move, upward. Coal min- 
ing is in better shape than last year 


movement of 
coal will be on a 
'decreasing scale 
from now until 


spring, ilost of the coal needed has 
already been, mined and is stored ei- i 
ther in cars, dealers' yards or house- 
holders' bins. 


There has been some recession in 


building-, which 
is normal at this 


season. Speculative construction is j 
being held back in some sections but 
there is a hugs amount of -work in 
progress, which -will keep the indus- 
try busv- for some months. 
In the 


meantime, building 
material prices j ca? 


have shown a softening tendency, 
i 009>000 


The textiles anticipate a 


THREE GAR BUILDING 


FIRMS NEAR MERGER 


Approval of Pullman Stock- 


:eneral practice, will not throw open 
their facilities for anything that 
smacks cf fraud. 


DOCTOR STARTS .ilOVE 


The latest tirade against "fake 


doctors and unscrupulous commercial 
organizations," and the one that real- 
ly starts the ball a-rolling. is bv 
Dr. Shirley "W. AVyjine. commissioner 
ot health of Xew York City. Ke ex- 
presses liis mind, in no uncertain 
terms in a letter to the radio commis- 
sion. 


Asking the commission to "weed 


out those quacks and clear the air 
of their poisonous commercial pro-; 
paganda," Dr. TTynne said an inves-j 
tigation discloses they nave created a 
problem of national importance and 
a serious menace to health. 


"It seems that many of the cnar-j 


latans -who "have been driven from | 
the newspapers, have found a haven j 
of activity in. the radio broadcast,"' i 
he wrote. 
. 
I 
* 
A member of the president's cabi- 


net. Secretary Hay Lyman TTilbur ! 
of the interior, himself a phj-sician. j 
bluntly condemns such practices. 


Commissioner TTynee, in his letter, 


asks whether there is anything in 
the existing laws which the commis- 
sion might invoke to stop this prac- j 
tice. 
j 


The commission has no power ofi 


censorship. But, under the law, if1 
may take into consideration the pro-j 
grams broadcast by stations when; 
passing upon applications of license! 


iel Scott 
Jackson 
of 
r'and. j^ngland. 


. 


v.-hich { quite 
in the matter o: 
^ted waists an. 


j c:t;ife so fem:n!r.e 
v.as of interr.a-onsl inte-.est. ca:- i aik:°-2«Rgtl:s 'Oil 
ried out a xrhise color scheme in the; ^^'^ ihose'of Paris. 
gowns of the bridal attendants and j 
. 


the 
decorations of the llacison ] llano in hand v. ith the tread to- 


Avenue Presbyterian church, v.-here: \vard feminity wes the trend towa-i: 


pajamas. 
E\ :tient*y th:s is Jn ?-• - 


cordancc with the law of compensa 


ihe ceremony took place. 


The bride, who was s.\en in rnurrl- 


renewals. 


7 PROBATE CASES ARE 


LISTED FOR HEARING 


Seven probate cases are listed for 


hcarins- at a spscia! term of Outa- 
gaiaie-co courz. at 10 o'clock Tues- 
day morning before Judge Prefi V. 
Heinemann ac the courthouse. Cas- 
es on the calendar are: iir^iring on 
petition for administration in 
the 


estates of. William Van Doiaelen and 
Louis IX Kurz; hearing on petition 
to determine descent of lands in the 
estate of Anna IMaria Palzer; near- 
ing- on proof of claim in the estate 
of Emma Cos:; hearing on claims in 
tne estates of Clarence "VT. "Wittlin; 
hearing on final accotint in the 
estate of Frederick Trams. Sr., 
hearing on petition for conveyance i 
of land in the estate of Adam Kj 
i.an. 


APPLETON 


The Home of Perfect 


VITAPHONE PRODUCTIONS 


On ths Nsw Wids Screen 


Lovely — 


Mysterious — 
Incomparable 


\Vm-lKl-: TIll-l FINEST AlTKAtTIOXS IM.AY OX TIIK 
1.1% INJi ^tKKEX 


Tonight-Pre view Midnight Show- 


BOX OFFICE 


OI'EN 


TII-L 11:45 


3 DAYS 
SUNDAY 
and TUE. 


GRETA 
GARBO 


holders Still Needed 
Effect Consolidation 


to 


Sir. and Sirs. John Clare Brill of 


Chscag-o spent Christmas with the 
John Erill family at Hotel Xortii- 
ern. 


Lloyd Weyenberg of Milwaukee 


spent Christinas with relatives in 
this city. 


Chicago —1«— ilerger of three 


companies into a 5490.- 


corporation lacked toaay j 
approval of stockholders. 


o£ activity after the first of the yeaiv I 3PcIlman, Inc., headed the merger, 
At the moment cotton, wool and silk ] ac£iniring: tlie stock of the Standard . 
mills al! are holding down procnc- ]stesj Car company and the Osgood- ] 
ion. This, of course, means a corre- j Brafi*ey company and the subsidiary ' 


renewal i oa5-" tfc 


spending lessening of the margin of 
profit, which Is -widened under capa- 
city production. 
Stocks of cotton 


goods are iairiy heavy bat there is 
a good margin 
of unSile-5 orders. 


Shoe factories and hat factories are 
working at fair rates. 


corporations of-both. 


Tha Puihnan Car and Manufac-1 
turing company, a subsidiary, will ] 


I be operated by Pullman, Inc., sep- j 
arately frora 
the 
newly-acquired I 
' groups. 
• 


i 
Upon approval and completion of i 


I the laerg-er. J. F. Brake, president j 
; of the 
Mellon-controlled 
Standard 


] company, will become chainr.an of 


I the board of Pullman, Inc., the an-! 


i r.o-ancement late yesterda- said. 
' 


BT THE ASSOCIATED PRESS | I>- A. Crawford is slated to re-1 
Xew Tork—ine oo3y 
of 
XeraJnr.aln. as president of both. Pullman. '• 


Bayes, actress, tvho £le3 insolvent | Inc., and the Pullman coiripany," 
ilarcii IS,^ 132S, 
is in a receiving - 
- 
- 
- 
- 
- 
- 


•\-3.uli at 
v> oodlawn cemetery await- 


ing burial. - Fees for the -> ault have 
been paid monthly by JBsniainin 
Friealand, her husoane. Xo ci-p^n- 


Flashes of Life 


Trusses 


When yonr doctor says "you 
need a truss," come to us. Our 
expert fitters use noa-skid. pat- 
ent pacts. Sure fit and comfort. 
Can be wa.shed. Wear longer. 
Cost no more. 


SCELINTZ BEOS. CO, 


Down Town Store 


in 


"Single ^ 


Standard" 


With 


NILS ASTHER 


TODAY ONLY! 


suprcnic, sublime Movii-:one IrtHnspij. !n K h" put nli t!>e v.on- 
ders of his tltrvctorinl sc:i:us coupled -ul.'i the 
ariisirj- of 


JANET 


TIii- i. "~x v.iili :i M>U! . . . (iajRorV T.cK-c . . . 
spc;:k.s from Ihe ^c rwn for the first tlrna 


— In — 


4i4 D 


"\itaphone Act 


FRED KEATING 


Entertainment 


"THE 


'Wherein 


She 
defied all laws of 


conventions — taking 1m e, 
when and where she found 
it: 


ADDED 
SHORTS 


Talking Comedy 
I 
Mcfrofone 


"BARBER'S 
I 
XEWS 


COLLEGE" 
j 
EVEXTS 


VOICE 
OF 
HOLLYWOOD" 


(lie Stars Speak For Themselves 


WHOOPEE PARTY!! 


MIDNIGHT 
SEOW 


Hew Year's Eve. Night 


OCR 


SUNDAYS 
Doors Open 


12:45 to II P. M. 
MOX. to SAT. 
1 P. 31. fo 11 P. M. 


CIOLDREN ALWAYS — 


POLICY 


— PRICES — 


SUNDAYS 
MON. 


32:45 to 
1:15—2,7c 
i:00 to 


1:15 fo 
2.-00—35r 
Grf)0 to 


2^0 to 11*0—30c 
6^50 to 


10c 


to SAT. 
C.-OO—23c 
6%',0—35c 


31:00—30 c 


With .1 ca'-f of "-uperior actors unsl :te'iv "03 


,T. r.\KRKLI> ilarDOXlLl) 
XAXCV DHbXEL 
KAKKY XORTOX 
3IARY Dl'XC \X 
CIIAKLKS XOinOX 
(U. of. V/u^.,:-....; o:.i.;^r:-) 


ColSlDy SKETCH 
POX MOVIEIOKE NEWS 


TOMORROW! 
ONE DAY ONLY! 


SUHBENE NEIQOY 
till"? 


COMP5ON 


CLAKK & McCULLOUGH COMEDY 
I 
JACK OAKJE—XED SI-ARKS—KOBEKT HARKOX, 


int- 
/*?. 


fEGDl-, 


MONDAY — 2 GLOSIOUS DAYS! 


George Jesse! 


With 


LILA LEE 


In 


"LOVE, LIVE and LAUGH' 


TODAY 


GEORGE BANCEOFT in 
"THUNDERBOLT" 


N-QVT 


BRIN Menasha 


"FROZEN 


JUSTICE" 


PLAYTXG 


EMBASSY Nc-n-h 
"The BLACK 


WATCH" 


MATIXEI, 
Jf'c - i~>c 


i;VI-.Nix-'; 
i <.r-y>c 


— ANNOUNCING — 


C. A. Liddie Trlli 


atlon has been forthcoming 


;u remain presi- j 


dent of the Pui Jnan Car ana Mann-; 
facturins company. The Standard, 
and Osgooa-3rafi!ey companies -xv.Ii 
oa operated as one group, it v.-as 


_ 
from! announced, v, Itfc P. xL Joyce, a vice-. 


Taeatrjcal friezes of the com-1 president of Standard, as president.' 


eoienne in :Lon£on is.ve started rais-! PuUrnan stockholCers Tote or. the, 
5ns funds for burial, but permission j merger in "vVfimfngton, Del., Jan. 2S, i 
cf the family is necessary. 
j ar!£ 2^ the same time pass on the I 


— 
j proposal to issue an additional half ' 


New York—David TVeiss, I", -be- 


tepectacled high school student vras in 
court for t-sss'^S in the suo-jray in 
c«l;alf of Gaston^. strikers. 
Ke 


identified himself as a member of the 
j-anic-r communistic league and start- 
ed a spaecli en communism. Jlasi5;- 
trate Sabbatino said he would like to 
blacken the lad's eyes, then sugsested j 
that his mother uss a cat- o' nine' 
tails, then ordered him out of the 
courtroom lest a n-.artyr te made of 
him. 


Greenwich, Conn.—Milton Cronk- 


Iiite is building on his estate a minia- 
ture o£ the Pittsburgh division of the 
.Pennsylvania railroad at a cost of 
$35,000. Everything, even the scen- 
ery, will b_ on a scale of a quar- 
ter of an inch to a foot. He will have 
600 pieces of rolling stock. 


SPAPFRf 


shares of stock. 
' 


Inc., -will take over £s- 


ed assets of ihe two merged groups 
ia stock payments, ~hils miscel- 
laneous assets wu! be. bought for' 
"cast or its equivalent." 
j 


ONE BUILDING PERMIT 
j 


IS ISSUED LAST WEEK 


Only one bunding permit vras is- 


sued last week by John X. "WeiJand, 
building: inspector. Last year dur- 
ing- the same period four permits 
were issued, two for residences and 
garages, and two for sarag-es, costs 
totalling $7,555. The building per- 
mit issued this week was 'or a 
garage to cost 530. 


IT'S ALWAYS WARM 
AXD CHEERY AT THE 


CHICKEN TAVERN 


Try Onr FRIED CHICKEN 


:ina CHOW 3IEIN 


MUSIC and ENTERTAINMENT 


Every Evening 


S Miles West of City Limits 


On Highway 7S 


ELITE 


Today and Sunday 
Continuous SUNDAY J to H 
MAT. lOc-l-jc — E%"E. 10c-2.1c 


•ron.v, — p ^g 


I 


AWK">> 
Ownots X^CMIK 


bi.-Mi LOVERS 


S( NUAV ONr.V — 


THE FIEST ALL-TAT.KES'G SPIG OF THE SSA! 


EEMEMBES — MONDAY IS BARGAIN DAY! 


A MIGHTY DRAMA OF HfM\X EMOTIONS 


STRIPPED TO THE R.^W — 


"HURRICANE" 


RADIO SERVICE 


For Any Radio 


116 W. Harris St. Tel 451 


D. W. JANSEX, Prop. 
OPEN EVENINGS 
APPLETON 


An All Talking Comedy 
"THE SMOOTH GUY" 


NOVELTY SOUND ACT 


— With — 


JOHNNY MACK BROWN 


LEILA IIYAMS 


IIOBART BOSWORTII 


Coming 
MONDAY "The Drake Case" 


Mystery Picture 


AH - Talking 


BEME3ISEK MONDAY IS BAKGAIN DAY 


Chicken Fry, Sat. Nite at 


Van Denzen'Sj Kaukaima. 


BABGAIN DAY COUPON 


This coupon and one paid adult admission will 


admit two people (2) 


Matinee or Evening. 


Note: — THIS COLPON GOOD MONDAYS ONLY 


ijf,"a.H'ti 
— i' i .a :~ . > 
- -r a 


v. ,i!i 5.pr <":r.c,;;s cfj**-"-'!." 


— MOX. - TI'ES. _ 


"MANHATTAN 


COCKTAIL" 


That l>-pical Cliicago Niglit Club 


WHESS PLSA5USE WILL ABOUND 


DANCE TO ONE OF WISCONSIN'S 


FOREMOST ORCHESTRAS 


Sengs and Dances by Clever Girls 


lately of Club Eoyale, Chicago 


"The Songs You Like — 


The Way Yon Like 'Em" 


Admission $3.00 Par Couple 
Phone 351 For Reservations 


TOM MILLES 
WM. BLOOM 


NFWSPAPFK! 


•fep^it.-fii^-'7LM'i--'*Tr-a)i'Tj!T Mr1.1'1, 


Sixteen 
APFJLEXQN POSTT^CRESCENT 
v*-- - 
v 28,1929 


Ca// 543 for Efficient. Classified Service:- -Ask for an Ad»TaKer 


Appletcn Post-Crescent 


jQassified Advertising 


Information 


- AH *£s *** restricted to 
their 
•rorer 
ctassiflmtinua and to 
tue 
r«i_ular 
Appl*ton , Post-Crescent 


AUTOMOTIVE 


Automobile For Sale 
11 


BUSINESS SEE VICE 


Moving, Tmcklne. Stvray? 


SHIP Bi" TRUCK — 
Appleton to Mamtow-oc. Two Rivers j 
and Sheboygan. 
Eastern Transit j 
Lines. Tel. App. 612 Xeenah 2501. 
j 


r li=e for 
conseco- 


tlv, insertions: 
Cbarse, 


'On. day 
.............. 
If 
days 
........... 
11 


XEW CHEVROLET SPORT SEDAX 
—Landau type, 1929 six cylinder, 
run less than 500 miles. Light tan 
body and top -with black trimmings 
Colored BaUcrank. bumpers, match- SHIP YOUR CATTLE—Calvesx aad '. 
ed :runk, Jarge Lorraine spot light.! hogs t-, Milwaukee by truck.* Tel. j 
Truly a di&UncU-e aa<! beautiful r Appleton 3238, Xeenafa 1035iL Phil- • 
ear that you must see to fully ap- j ijps & BiHiagtoc. 
* 
preciste. This i s Chevrolet's most! 
. . . . _ _ . . . « 
costly raodeL 5200 discount Tercis." 


.OS! 
THE GIBSOX COMPAXi" 
Appleton, "Wis. 


USED OAKS— 
We offer 
tne 
backed by our 


rol|OTrlng. bargains 
iron-clad guarantee. 


AdverYIsTn^rdeVjffor Irregular 


Insertion* tmke tne one time "J«er- 
"fion ra.'e. no «d taSea for '«** "}*° | 1923 Tudor Ford Sedan 
b»s:s o? two Uses. Coast * average 
.words 5.0 » lice. 
^ 


S^^^?S?lfit0£y-ioMn- 


of times the ad appeared and 


djustment msde at the r*te earaed. 


" ^Special rate for yearly advera»- 


50.00 


1925 Fordor Fora Sedan 
75.00 


192S ChryslT Coach 
575 00 
192* Reo 4-door Broughaca - 350.00 
192S Xas!i Special 6 Sedan .. 623 00 
WSNBERG -iSOTORS INC. 
J 
210 X Morrison St. 
Phone S71.1 


TRUCKIXG—And storage household: 
furcitur-c. 
Smith Livery. 
201 W. j 
Lawrence. 
j 


Repairing and Kefinishin; 


FURNITURE — L'pholsterjsg. repair- j 


ing&reS'sishiiJK 124 S. Walnut. TeL ' 
9SS Appletoa Specialty Fu»-a Co. 
,' 


EMPLOYMENT 
| 


Help Wanied—Fetaale 
32 
= 


i COOK— Competent 
i housework. 
Uowl 


. 
. . r 
t 
t 


•Hit or reject any classified 


to 


-closely 


543, ask for Ad Ttt.r. 
tollowlng classfflcatlon he»d- 


sn tbis oewspaper 
In 
! 
order hare 
glt-en. 


allied classiScations being 


under these neadings 13 
order for Quirk refer- 


ANXOUXCE51SXTS 


rd of Thanks. 


- S— In Memoriao. 
4_Flowers and itourslng Goods. 


- & — Funeral Directors. 
;-«_ilonumeuts aad Cemetery Lots. 
"l~Religtous and Social Events. 
- -9 — Societies and Lodges. 


-A — ABtomobsle Asencies. 
For Sale. 


14—Garages. Autos for Hire. 
15 Motorcycles and Bicycles. 
16—Repairing—Service Stations. 
t j_Wa.-' ted—Automotive. 
"BUSINESS SERVICE 
13—Business Service Offered. 
-19—Building and Contracting- 
20^C:eaning. Dyeing. Renovatinr- 
*!u-D-essmaklng and Millinery. 
2"—Heating Plumbing, RooSng. 
_3—Insurance and Surety Bonds. 
24—I,aundering- 
25—Moving. Trucking. Storage. 
11—Painting, Papering. Decorating. 
27—Printing. Engraving. Binding. 
23—Professional Services. 
29—Repairing and Re5nisn!ns- 
-SO—Tailoring and Pressing. 
*t 
"Wanted—Business Service. 
EMPLOYMENT 


~S2—=Help Wanted—Female. 
33—Help Wanted—Male- 
It—Help-Male and 
Female. 
- 
- 
-as—Solicitors. Canvassers. Agents. 
36—Situations Wanted—Female. 
37—Situations Wanted—Male. 
TIXAXCIAL 
*SS—Business Opportunities- 
•39—Investment, Stocks, Bonds. 
40—Money to Loan—Mortgages. 
41—Wanted—To Borrow. 
INSTRUCTION 


43—Correspondence Courses. 
43—Local Instruction Classes. 
44—Musical. 
Dancing. 
Dramatic. 


45—Private Instruction. 
4g Wanted—Instruction. - 
L.IVS STOCK 


47—Dogs, Cats, Other Pets. 
4S—Horses. Cattle. Vehicles. 
49—Poultry and Supplies. 
60—Wanted—Live .Stock 
-- 
MERCHANDISE 


.51—Articles for Sale. 
51A—Barter and Exchange. 
62—Boats and Accessories. 
'53—Building Materials. 
64_Bustness and Office Equipment 
63—Farm anS Dairy Products. 
56—Fuel. Feed. Fertilisers. „ 
57—Good Things to Eeai- 
53—Home-Msde Things: 
59—Household Goods. 
60—Watches, Jewelry. Diamonds. 


- 61—Machinery and Tools. 
- 62—iluslcal Merchandise. 
- 62A—Radio Equipment. 
63—Seeds. Plants, Flowers. 
6t—Specials at the Stores. 
65—Wearing AppareL 
65—Wanted—To Buy. 


ROOMS AND BOARD 


67—Rooms and Board. 
6S—Rooms Without Board. 
69—Rooms for Housekeeping. 
70—Vacation Places. 
71— Where to Ea:- 
- 72—Where to Stop In Town. 
13—Wanted—Room or Board. 
REAL ESTATE FOR RENT 
?i—Apartments and Flats. 
75—Business Plai-es for Rent. 
76—Farms and Land for Rent. 
77—Houses for Rent. 
IS—Offices and Desk Room. 
79—Shore and Resorts—For Rent. 
REAL ESTATE FOK SALE 
R—Broke-s IB Real Estate. 
SO—Suburban For Rent- 
Si—Wanted—To Rent. 
S2—Business Property for Sale. 
S3—Farms and Land for Sale. 
Si—Hoases for Saie. 
Sa—Lots £or Sa'e. 
S6—Shore ar.3 Resort?—For Sale-__ 


ANKOUNCEMEKT 


BUICJC YEAR END 


BARGAINS 


The best used car bays of 
tea 
year are 
to be found here— 
RIGHT XOfi". 


BUICK 1929 SEDAN 
121 Series. Beautiful 
Kisher body vvu!i finislx 
-like new. 
Motor A-1 


condition. 
Thousands 
of 
miles of 
unused, 
transportation. 
This 
car lias less tlian 6OOO 
. miles. 


BUICK 192S COUPE 
12S Series. Good Me- 
chanical 
condition. 
Bumpers, 5 good tires, 
heater, 
rumble seal, 
etc. Guarantee. 


BUICK 1927 COUPE 


-t pass. Master 6. Looks 
and runs like new. 
Few 
miles. 
Fully 


equipped with, heater, 
etc. Must be seen to be 
appreciated. 


BUICK 1924 SEDAN 
4 door Master 6. This 
car has had only one 
owner and has" been, 
vtrell taken care of. Ev- 
erything about the car 
is in A-l condition. 
We also have other 
makes such as Essex, 
Nash, Chrysler. Jordan, 
and Studebaker. Now 
is the time to buy used 
car. 


CENTRAL. MOTOR CAR CO. 


CAutomofciles Since 1916) 


127 E. Washington St. 
Open evenings until 9. 


for 
uenfralJ 
Y/ages. Refer- j 
required. -3"el. 1G61 Xeeuah- • 
! Mrs. R. K. Thickens. 
; 


i U!RL—To do housework. 3Iust be : 
o\ er 20 j ears of age. Thoroughly j 
experienced and must furnish good j 
referen'-of-. Xone others need apply. I 
Phone ZZ21 for interview. 
! 


J GIRL—For fruit pantry and to help: 
{ pastr;- cook. Apply Valley lua, Xee- j 
nah. 
! 


192S Gardner Sport 
Studebafcer Special S Sedan. 
Buick Coach 1925 
2-Xasft Adv. 2 door Sedans, 
Late Models.—Easy Terms. 


CURTIS MOTOR SALES 


Xew Location—116 N 
Superior St. 


FORDS! FORDS! 


LOWEST PRICES OF THB YEAR. 


NOW IS THE TIME TO BUT. 


1326 Ford Touring 
5 63.00 


1S24 Ford Fordor Sedan 
125 00 


1922 
Ford Coune 
30.00 


192i Chevrolet Touring 
25.00 
1327 Ford Roadster 
125.00 


1D26 Ford light Panel Jobs .. 
S5.00 


1926 Ford Coupes 
150.00 


1926 Tudors 
15000 


1925 Ford Roadster 
50.00 
Xash Touring 
35.00 


J.224 Ford Coupe 
S5.00 


AUG. 
BRAXDT CO. 


TeL 3000. 


Notices 


1023 Nash Coupe. 
1P27 
Chevrolet Coupe. 


1S24 Oakland Sedan. 
l!»2fi Overland Sedan. 
1328 Chevrolet Ceach. 


BEKKY JIOTOK CAR CO. 


742 W. C- Icse 
TeL 635. 


PACKARDS! PACKARDS! 
Packard 4-26 Club Sedan.- 
Packard G-26 5 pass. Sedan. 
1324 Je-.vett Coach. 
shape—low prices. 
PJRIE MOTOR CAR CO. - 


321 C College Are. 


"WAITRESS— Experienced -.ranted. 
Call in person. La Salle Restaurant 
22S E Coil&ge Are. 
WAITRESS—Y.'anted. Apply Valley 
Inn. Xeenab. 


WOMAN—For cleaning. Strong. Ap- 
ply Snhler's Restaurant. 


Help Wanted—3IaIe 
33 


MAX—Will finance married man 23- 
S", good appearance, fair education, 
in a paying "basinets of his own. 
Profits not large to start ivith but 
will increase as you learn 
the 
business, ilust furnish A-l refer- 
c-nces ami have car for 
delivery. 
Make application 
in own 
hand- 
writing 'o McConnon & Company, 
I>ept. C I0~, AVinona, Minn. 


Solicitors. Canvassers, Agents 35 


AGENTS—Make 
the 
Big 
Money 
Others "Do". 1*11 show you hov.- to 
t-Iear $15 profit a day as my local 
Representative. Xo capita! or ex- 
perience required. 
Full or part 
time. Particulars free. Albert Mills, 
4264 Monmouth. Cincinnati. O. 


AGENTS—"We send sample-of our 
Wringer Mop to prospective agents 
on approval. 
Pays good commis- 


sion. "We deliver. 
Write" E. & X. 
Dept. A, Delphos, Ohio. 
DISTRIBUTORS— New Automatic 
Xecessity. Xo comnetition. Should 
net you ?200-5300 weekly. Moto- 
i-cope locates motor troubles. Sell 
every Garage. Service Station deal- 
er. "Write quick for details; terri- 
tory; Fample. Motoscope Corpora- 
tion of America, 110 :X_ Franklin, 
Chicago. 


"WOMAN—Wanted for Traveling Po- 
sition. Open January 6th. not mar- 
ried, entirely 
unincumhered, be- 
tween 25 and 40. 
Good education 
essential. Salary, bonus and trans- _ 
portation. Give age, education, ex- 
perience. F. JE. Compton & Co, 1002 
X. Dearborn. Chicago. 


Situations Wanted—Female 36 


ttMake Money "-"Save Money" 


One Of The 
PubUc Utilities! 


Classified Advertising, today, is recognized 


along with the telephone, railways, street rail- 
ways. jy>wer and light companies as a public 
utility. 


It is an indispens&ble, every day necessity 


•—permanent because it fills a need — and be- 
cause it renders a distinct service. 


And Post-Crescent Classified Ads are ree- 


ojrnizeti as leaders in their field. 


Appleton Post-Crescent 


Telephone 543 
^ 


CITr PKOPERTT 
Dao P. Steinberg; 


FIRST WARD—- 


ESTATE FOB SALE ! 


Houses For Sale 
R* * 


—Bvujght and sold. I 
. Realtor. 295 TV. | 


i 


I 


POPE AND KING DRINK . 
j TlMllHY MUFfr 


WORLD'S BEST COFFEE 
1" unltr«' 


Seven room modern home. Good 10- j 
cation on pared screet. At tery rea- ' 
price. 
i 


CARROLL & CARROLLi 
I 


REMOVE BARRIERS 


TO RACKET 


121 X. Appleton Sr. 
Tel. 2S13. 


HOMES! 
HOMES? 
j 


We haie a large listing- of h!£h | 
c^sss homes >n all parts of the city j 
at prices tha: are right. Can be 3 
seen at any time bv calling;: — 
. 


Victoria. Stats oC E«pirf*« • S«Mto, i 


Bruil —C4>)— Pope Plus to Rom* • 
and King George in London drink", 
the most fragrant coffee in the woriu \ 
s. product of the district o' Yiaana, f 
near tills city.,. , 
j 


This coffee, 
known tinder the j UllOif JCJal AppfOVal 


™i*"£SSS£St£S?5^ Discovery of Fake Hold- 
the tropical forest. It is not tor sale 
on any market bat for 15 years the 
planters have sent, tea sacks anna- 
ally to the pope and five years ago 


same 
they began donating 
the 


amount 10 "Windsor castle. 


i Olympia B!dg. Real Estate-Insurance j 
The "whole crop asnotints to osly 


• Rooms 16-17. 
TeL 532. • 399 sacfes_ "What is not given to the mots Tepecano club <J:nr.er was a 


two sovereigns Ss sold to a. select j fake, staged by a Xew York gang- 
custoraers*. list zmons 'the rich of j ster to recover nad evadj payment . 


up 


BV LEMUEL. F. PASTOX 


Copyright, 132S, By Cons Pre 
New "York—FtHoivinsf the p 


revelation, that the r>o!dap of the f 


; ilies ia Rio Janeiro. 


OWN A HO33E. EASY TERMS 
" 


FOR SALS OR TRADE 
J 


j 7 >-oom nvBie. fend garage ou High- | 
; way 41. near Kimberly Station 
! this state a.nd to a few favored fam- 


, 3 room home on S Ouiagramie Street, f 
| Xew hoKie aad garage, a!! modern, f 
i on W..4th Street. 


.KIMBERLY REAL ESTATE 


j 
,. 
COMPANY 
Phone Appleton 7SO 
Little Chute 6-W. 


Lots For Salt 
83 


LEGAL NOTICES 


MERCHANDISE 


Specials at The Stores 
64 


FEED MILL— "We have ihe agency 
for Jumbo-hammer type feed mill. 
"We ^ive desnoasErations. Get our 
prices for we know they are right. 
Oatagamie Equity Eschange. 


PILLSBL'RyS—20% 
Dairy 
Ration 
with or v. ithout mollasses. per ton 
$45 00 
Ess Mash 
per 
IiuKdred 
pound sack 53 QO fresh oyster shells 
100 pound sack 51-10. Quality fuel, 
•Winter King-, Pocahontas Briquets. 
Anthracite Nut. two sizes in Coke. 
Metlina I-br., Coal. Flour & Feed 
Yard- Medina. Wis. 
PIPE HEADQUARTERS— Leading: 
makes. Kaywoodie, etc. 
United 


Cigar Store- 
- 


VARNISH 


Try our four hour Linoleum var- 
nish. It is transparent and has a 
liish gloss SOe per pini- 
Hauert Hdw. Co. 


307 W., College Ave. 
Tel. 1S5 


YEAR END SPECIALS 


Smoking" stands of Walnut Veneer 


S4.S5 


Racks. Specially priced at 


$2 35 


Here is a choice bit of furniture for 
any home. An end table, spindle 
legged, finished in walnut veneer 


$3-23 


STENOGRAPHER—Bookkeeper, ex- 
perienced desires position. Xormal 
training. Address S-S Post-Cres- 
cent. 


Situations Wanted—Male 
37 


i«AX—Married -wants steady work. 
Call 2160 eve. 


Business Opportunities 
38! 


B. W. FARGO, 
INC. 


(KAUKAL-XA'S LARGEST STORE) 


172 "W. "Wisconsin Ave. 


KAUKAUNA, WIS. 
' 


BEAUTY PARLOR 
FURNITURE—| 
Supplies and Equipment, Cash-Easy 
terros Catalogue sent- Gibbs Co., i 
126 Wisconsin 
Ate., illlvraukee, 
Wis. 
RESTAURANT 
FIXTURES— 
For 
sale cheap. Rent building- for §13 
mo. 113 "W. 2nd St., Kaukauna. 


FINANCIAL 


to Loan 


AUTO LOANS—Refinancing. No red 
tape National Finance Co Rm. IS, 
.Olympia BUg. TeL 272-W. 
FARM LOANS—We . have $1.500.000 
to loan »o Farjtners. F- M. Blahnik 
Loan Agensy. 
304 
Pine 
Street. 
Green Bay. Wisconsin 
LOANS S300 OR 
LESS— On 
you-- 


fuiniture or no'es. Gail, write or 
phone BadgT State Cash Credit 
Corp 121 No. Appleton. 
TeL 43. 
Open Tues. and Fri. evenings. 
MONEY— To loaji E Z termpT'long 
time. P A. Kornely. Appleton. Wis. 
Real Estate-Insurance 


YEAR 
END SPECIALS—Smoking 
' -stands, many 
different 
shades. 


"While they last; $1.25. 
Verkuilen 


Furniture Store, Little 


Wanted to Buy 
66 


FURNITURE WANTED 


"We buy a I kinds of second hand 
furniture 
and 
stoves. 
Highest 


•orices paid 
LIBMAX S FURNITURE 
EXCHANGE 


210 X. Appleton St. 
Tel. 313-"W. 
{Open evenings) 


LIVE STOCK 


Horses. Cattle, Vehicles 
48 


FURXITURB—Of all kinds. Highest 


price paid. Call HSOOTV. 
AARON'S 


FURNITURE STORE 


BOOMS AND BOARD 


Rooms and B«-ard 
67 


APPLETON ST. X. S13—Home 
-chool girls. Tel. 105SJX. 


for 


HARRIS ST. 
boarders. 


B. 117—Roomers and 


Registered Shropshire 


. Priced to sell. F. A. Wall 
R. 1. "Weyaawega. 


RICHMOND ST. X. 116—One large 
. room and board for 2 gentlemen. 


for! Tel. 3711. 


STATE ST. N. 512—Room and board 


HORSES— And cattle for sale at 
Dietzen's Sales Stables. TeL 211SJ. 


._ 
for girls ?a wk. J245J. 


Rooms Without J5o-ird 


KOTICE—Little 
Paris, 
iliilinerj < 
- 
—— 
- Eemsiitchinsr Sale, 6c per yd. Hoi- \ 
Anto_Truck<: For Sale 


- ed to 123 N. PurKee _SjU 
I REO SPEED 


PAL5UST AX3> NriMEKOLOGIST—I ^ 


WAGON- 
Wi:h Closed cab and 


192S. 
stake 3 ton. 
body. 


''oultry and Supplies 
49 i 


Lo"i° marriaare, bas'.r:es=. vo«r abil- j 32x6 heavy duty dual tires in per-| -,1 '. 
it" Phone 23CTW o,- 147S. 
'eel J^ecnanical condition 
Si^75. | ^u^, 
7—'— 
= 
—..,.— 
' 
Chevrolet v.jtli panel body," 
1327, t ~* 


DAIRY RATION"—Feed Jour stock • 
"jloderite" Dairy Ration. 
Spccia! . 
price=, ton lots. V.'estcrn Elevator 
Co. Phone 61?. 


"WASIIIXGTOX ST. E. 
,"25—; Fara. 


room -for gentlemen. Tel. C43S. 


Rooms For Housekeeping 
69 


Strayefl, Lost, Found 
10 
g-00 "0- Wfnbers Motors 


TERRIER— Small 
brirscil«>. 
lost, brown -n-itn tr'.iite pa-^-s and 


s nead. Reward. Tel- 2?S. 
-GLOVE—Man'c b"ov-n 
hand, lost. Te^ 3302. 


POULTRY MAN'S HEADQUARTERS 
•For feed, supplies and remedies. 
Free ser\ice- Badger State Chlck- 
ery Tel 6!J 


| DREW ST. X. 542—3 room modern 
i fnrn. kitchenette apt- lower, private 
j entrance. 
- 


keepmsr 


ST. X. 213—Furn. hotise- 
roomt. Central. Tel. I934.T- 


Auto .Accessories, Tires, Parts 13 \ POULTRY COD LIVER OIL—51.75 


leather, lert" 


! 
PAIR OF GLASSES—Lost- In Seller J 
case at jnianisjfi- irsass at fcC. Slary 
church. Cal: 95r.7R2. 
' 


"WEJSTWATCK—Lafl:- TE, 
on 
go'.d J 
band- Lost M^n. 
o-> State St. or, 


College A\e. Tei. 2S4. 


'• WRECKERS—Appleton Auto V.'reck- 


ing-. wreckers of auto1? and build- 
jn^s- Used car?, rsew and used auto 
parts. Usea bui'ding- inatcnals. We i 
b-jy, sell, trade. Bankrupt stocks 


S*.. can. Liethen Gram Co. 


MERCHANDISE 


PACIFIC ST. "W. 214— Furn. light 


housekeeping- rooms. Close in. 


REAL ESTATE FOE BENT 


Apart meiite and Flats 
bought. 24 Hour towing servicVfeT j 
Business And Office Equipment 34 j 


3S34. 1413 N Richmond. 
JSHOW CASE—S ft. With shelves. A-l' ATLANTIC ST. W. SIS—Mod 


~ 
1 (ondition- $25. Svlvestcr & Nieisor, 
per 4 roomed flat- Call after 
: -03 K Col- 
i for inspection. 


W. SIS—Modern up- 


EEAL ESTATE FOR BENT 


Houses For Rent 


COR. MEADE— And Alton Sts. 4 
room all modern house. Tel. 4992. 
FIFTH ST. W. 325—5 room modern 
bouse. Inq. above Address. 


HOME— 


Seven room home, pa>-tlv mode>-n 
Garage. $25. Carroll & Carroll, 121 
X. Appleton St. TeL 2S13. 


P1ERCE AVE. SO. 21S—Small house 
for rent. Tel. 2".42R. 
BEAL ESTATE FOE SALE 


Farms and Land For Sale 
83 


DAIRY FARMS—l^rga and smalL 
Chicken and fur farm. One dwell- 
ing $2200 
One $1800. with good 
garden- Timber land on Wolf and 
Embarrass river- 
Fred N Torrey 
Real Estate Broker. 
Hortonville 
Wis. 
- 


40 ACRES—Including personal, near 
city. Goi,d buildings, elec. lights 
and furnace. Will take a house In 
trade. Henry Bast. Tel. 9635J2. 


FARMS I 
FARMS! 


SO ACRES — -About 20 miles from Ap- 
pleton. 65 acres under cultivation. 
Sandy loam soil. Fair house. Barn 
30x40 ft. Price 55.SOO. 52,000 down- 
Balance runs for three (3) t-ears 
more at 65o. 


SO ACRES — Sevea miles from the 
city. ,A!1 under cultivation. Good 
buildings Large silo. 15 head of 
cattle- 2 horses. Full line of farm 
machinery including tractor. Price 
$13.000. "Will consider trade on city 
property. 


40 ACRES^Fine buildings. On ce- 
ment highway. Two'miles from a 
good town. Laud "all under cultiva- 
tion. Two -horses. Seven cows. All 
necessary machinery. "Will consider 
trade for city property or cheese 
factors". 


40 ACRES — Two and one-half miles 
from city. All uncter cultivation. An 
' ideal place for truck or dairv farm. 
Price §3,000. 


LAAES & SHEPHERD 


347 "W. College Ave 
Tel. 441 


Houses For Sale 
84 


THIRD "WARD—Semi modern home 
at $3000- A few hundred ivill take 
it. Sec R. E. Carncross. 


HOMES— 
W. LAWRENCE—Close in. Nice all 
mociern 6 room home. Garage, love- 
ly lot and surroundings. Lot 60x150 
Will rent for S40 with privilege to 
buy this spring. 
Xice new S room home on E. Circle- 
All modern Garage. Will take in 
improved lot or small do-nn pay- 
ment. Start 1930 right. 
Large listing of Homes in c;ty. Stop 
piling up rent receipts. 
We w!H build your home to suit 
you. No taxes to pay till 1931. 
With a very small down pavment. 
GATES REAL ESTATE SERVICE 


203 X. Superior 
Tel. 1552. 


CLASSIFIED DISPLAY 


FINANCIAL 


roUSEO-UOLD 


LOANS 


TO $300 


Garage—Autos Fo- Hire 
111 


AUTOMOTIVE 


GARAGE—Double 
E Br^wsier St. 
for rent, a. 421 


i 
Fuel, Feed, Fertilizers 


Automobile For Sale 
11 


| GAKAGc-- 


i St_ XeL 1 For rent at 
r. 5th I! HAT— 2nd 


— tHOMES— 
5S[ SOME NICE HOMES 
incuts 


and apart-1 


close In. 


B2ST BARGAINS 
IX TOWX 


_.See us before yoa buy. 
—1323 Hudson Pet:aT3. 
^Xew Olasniobile Coupe. 
1924 Hufison Coach. 


• 1325 Hudson 3 fass. Sedan 


193S 
Whippet. 


t- 1927 Chrysler. 
,. 1S26 Oldsnr.oblle. 
- 192S Kssex. 
. Cadillac Sedan 
• Ford Fordor Sedan. 
* 
APPLETOX HCDSOX CO. 
5 
J^angstact-Meyer Bids'. 
" SIS E. Washington St. 
TeL : 


BUSINESS SEEVIOE 


Easiness Service Offered 
IS i M' 


"WOOD BARGAIN 
<:c;i\ery 12 to 15 
;>H-!ts. S3.25 load 


ittins^KalfiTS-iilbTe raenV- OTFS ^EXT \L p-PT 
Wieckert Farms. ' ***.'. «lY> yf'slvrtor 
Tel. 1552 


Cozy fum. S 


A MOM™ 


BELI^AIRE COURT— 


Two very desirable lots !n Bellaire 
Court, overlookins: beautiful 
ra- i 
vines. 
Can be purchased now at j 
reasonable prices. 
j 


STEVENS & LAXGE 


First Xational Bank Blds- 


LOTS— Improved lots in all parts 
city. 
Gates Real Estate Service. 
TeL 1552 2QS :*. Superior. 


MASOX ST. X.— 
FIXE BUILDIXG LOT. All improve- 
ments. "Will sell at the 
bargain 
price of 5450 00. 


LAAES :s SHEPHERD 


347 TV. College Ave. 
Phone <41 


NOTICES 


STATE 
OF WJSCOXSIX, COUXTT 


COURT FOR OUTAGAillE COUX- 
TY. 
In the matter of the 
estate of 
Laura C.- Sheldon deceased. In pro- 
bate. 
Pursuant to the order made in tnis 
matter by the county court for Out- 
agamie on the 9th dav of Decem- 
ber 1929. 


Xotice is hereby given that af a 
special term of said court to be held 
at the coart house in the city of 
Appleton In said county, on the sec- 
ond Tuesday, being the 14th day of 
•January J930, at the opening of the 
court on that day, or as soon tnere- 
after as the same can be, will be 
heard and considered the petition 
of H. TT. Tuttrup for the appoint- 
ment of an administrator of the es-! 
tate of Laura C. Sheldon late of the ' 
city of Appletoa «n said county, de- 
ceased. 
Xotice is hereby also given that 
all claims for allowance against said 
deceased must be presented to said 
court oi> or before the 22nd dav of 
April 1930, v. hich Is the time, limited 
therefor, or be forever barred, and 


Xotice is hereby also given that 
.at a regular term of said court to 
be held at the court house aforesaid 
on the first Tuesday, being the 6th 
day of May 1930, at the opening- of 
the court 01 that day, or as soon 
thereafter as the same can be, will 
be heard, examined and adjusted all 
claims against said deceased then 
presented to the court- 
Dated December ?,- 1D20. 
By order of the Court. 
FRED V. HEIXEMAXX, 
County Judge. 
BEXTOX. EOSSER & TUTTRUP, 
Attorneys for the Estate, 
P. O. Address: 309 Insurance Elds.s 
Appleton. "Wis. 
Dec. 14-21-2S 


STATE 
OF WISCONSIN, COUNTY 


COURT FOR OUTAGAillB COUX- 
TY. 
In the matter of the estate of 
Anna T. Wichert, deceased. 
Xotice is hereby griven, that at a 
speciat tern* of the county court to 
be held in said county at the court 
house in the city of Appleton, in said 
county on the 
fourteenth day 
of 
January, A. D., 1930, at the opening- 
of the court on that day, the follow- 
ing matter will be heat;d and con- 
sidered: 


The application of ,"Wi!Hani J. Do- 
Ian as the administrator1 "of the es- 
tate of Anna T. WIckert late-'of the 
City of Appleton in said county, de- 
ceased, for the examination and al- 
lowance of his final account^ (which 
account is noiv.on file in safScoart), 
as required by law, and for the as- 
signment of the residue of the estate 
of said deceased to" such nersons as 
are by law entitled thereto; ^and for 
the determination and • ad indication 
of the Inheritance tax, .-if any, pay- 
able In said estate. 
. . 
Dated December-21, 1923. •• 


Bj- theS-Court. 
FRED V. JEEtNEaiAXX, 
County Judge. 
RTAX. CART £: ETAX,' 
Attorne3-s for said -Estate! " 
-"- 
Dec. 21-2S Jan. 4 , ~ 


CLASSIFIED DISPLAY 


AUTOMOTIVE 
A- Small 
Deposit 


"Will Hold -\nr Car for Spring Dc- 
Iiverr- No Eitra, Charge for Stor- 
age. 
1929 Ford 4 Door Sed 
$125 Dis. 
1926 Lincoln Coupe 
$1250.00 
192S Xasb Ambass. Sed 
1927 Buick. Mas. Spt- Cp. .. 
192S Buick Stand. Cfcach .. 
1925 Chrysler 62 Coupe 
1927 Stud's Com. Vic Coupe 
1926 Bmck Mast. 4 Door Sed. 
1329 Esses Coach 
: 


192S 
Chrysler 62 Coach ... 
1925 Studs Dictator 
1926 Buick Mast. Brough. .. 
1926 Nash Adv. 4 Door Scd. 
1927 Buick Stand. Coupe ... 
1925 Buick Stand. Vic. Cp. . 
1825 
Packard Club Sedan . 


192S Essex 4 Door Sedan .. 
1323 Pontiac Landau Sed. .. 
1925 Stude 4 Pass. Coupe .. 
192S 
Chrysler 70 Brougham 


192S Essex Sport Coupe — 
1927 
Oakland Coach 


1927 
Hudson Coach 


192S Chrjsler 52 Coupe ... 
1925 Essex Sedan 
1927 Essex Sedan 
1927 Oakland Coupe 
1926 Oakland Coach 
1925 
Stude Soecial Sed. ... 


1924 Kissel Sport Brough. . 
1925 Ford Sport Coupe 
1927 Pontiac Sedan 
1S2S Chevrolet Coach 
1625 Stude Big Sax 7 Pas. 
Sed 


1927 
Jordan S Sedan 


1925 Baick Macter 6 Coach 
1927 Chev "Landsu Secan 


i 
; PICTURE FRAMING—Leave orders! W« 
1 at "Wlcliman Furn. Co. or Tel. 1366.; Sir 
Ecw. J. CainT)shT;re. 


'.-oofi spl!- ?s S » 25 
n "\Varc Corp. 


in. Eott 
->\oo'i 
tn 22 31 5-ard : 
Kul. Mer.aFha 
Tc:. Menasha 


1? 


PICTURE FRAMING 
Stier'q I2S S. Walnut St. 


JIAXCOCK ST. E. 31 
-,,np<^- apt- H*at s.n& v.-ater 
furn. i 
I'm.al" entrance. Adpltg. 
| 


KAUKAUNA—Fla'. partly modern, 
sra-age. Reasonable. P. J- Jansen, j 
T.-ittle Chute. 
i 


rm. apt. I 


1: 


WOOD—For sale by acre. Cat! 12F3 
5 LAWRENCE ST. W. 516 
Green\U5e. 
i'T-1. 3035W. 


Household 
SHEET METAL WORK 
I 


Furnace and general sheet metaU G \S RANGE—"Stev. an '. used. r:g35t 
work Heinrits Sheet Metal 
Wks.: hand oxer>_ In fine condilior, §20.vO. 
(With Hauert HOY.'.) Tei. 1S5. 
' Cood kitchen heater JK'.O-'. 
J--x 
^= 
< T>.Ver Hdw. Co. ~i<j W. Collc- 


ST X. 617— Upper 
:: r.Q2i. 


fiat. 


NORTH ST. E 


flat. Tel. 1",79. 216- 
Modem 


e A\-\ 


XEVER BEFORE 


have we had 
Cars. They' 
and pr.ced 
Buick Coacii 
3&2S 
Ford Sport Corps 
192S 


Chevrolet Coach 
1826 
Ford Tador 
IP26 


Chrysler Coupe 
1S27 
Pontiac Coach 
1S27 


i 
"Whippet Coupe 
1927 
Chevrolet Sedan 
1926 
O. R. KLOEHX CO. 
Oaklai-.d-Pontiac 
GM.C. Trucks 


1927 Chevroltt Coupe. 


' 192S Chevrolet Track. 


1316 Special Nash Coupe. 


1IILLIGAN XASII CO. 


J27 "SV. College Ave. 
Tel. IDS 


[ 
Dressmaking and .Viiilinery 
21 ! T---. --.- 
• 


;53S- FUR COATS—Repaired, relined arid } SINGER MCHS— 
D. 
H. 
Singer,] 
! remodeled. M. E. Rigden, 
21-5 
W I ^ lute 2nd other makes. $S t'Q to! 


' ~ 
' S1300 dollars. All guaranteed. Re-i 


POST 
BUIL-DING 
Very, 
desirable three rooms, and | 
bath apartment. Ideal 
business people on 


Pacific- 


Store," 1!3 N 


• And picoting Sc 
you shop. Ail work 
The original Singer 
Morrison St. 


fcTUUEBAKER— Light six '2S. Good 
tires, paint and upholstering. SSoO 
i* taken at, once. L_10_S So. Cherry. 


COUPE— FliTS 
"" 
G"o"od condi- 
tion. Sell cheap. Tel. 32X1, 


Insurance and Surety Bonds 23 


pairs and supplies for any j-iake. 
linger Store, 113 X. Morr.Eon ?t. 
SINGER MACHS—Guar-.ntced used' 
machs. S10 and 
up. Repa.r= an<3 • - 


Mipplies for ail maoh^. Sir>ger Shop i ' 
61S W. Co! Tel 
4664 
' 


for 
ac- 


count of central location. 
Hot waier heat, 
janitor 


service. 
Inquire 
Post- 


Crescent Office. 
• M ' K A R n ST. "W.—Lower 4 rm. fiat. 


By reason of large volume or busi- 
ness and 
efficient 
management, 
"Household" has been abie to reduce I 1929 Essex Sedan 
its interest ra'e from 3'.= %. which. 1026 Studebaker Coach 
aSords a saving of almost one-third. | 1922 Kisses Sport Sedan 


.. t.-nr, -v, m-TTT-i f~>r\f"n 
" IS" C«ev Landau Sed. 
tLLKlj ib iid±j LUSi 
1929 Cnevroiet Coach 


ON HJANS PAYABI.S IN 20 
1 1925 Stude Stand. Seu. 


EQUAL MONTHLY 


PA TM ENTS 
5100—Average monthly cost—SI 32 
S200—Average mnnthSy cost—52 63 
$300—Average monthly cost—S3.S4 
BERE IS "STRAT YOU SAVE 


SIOO loan 
You Sa\e S10.50 


S^OO loan 
You Save $21.00 


SSOO loan 
You Save £31.50 


HOW WE MAKE LOANS 


975-00 
775.00 
635-00 
675.00 
675.00 
675.00 
650.00 
650.00 
650-Q.O 
650.00 
650 00 
595.00 
535.00 
535.00 
575.00 
550.00 
530.00 
525.00 
525-00 
525.00 
475.00 
475.00 
495.00 
475.00 
475.00 
475-00 
475.09 
47500 
450-00 j 
450.00 I 
425.00 i 


S95.00 
SS5 00 
375.00 
375.00 


$200 Dis. j 
350.00 i 
350 00 j 


STATE 
OF WISCOXSIN, 'COCXT-T 


COURT FOR OU.TAGAitIE .COUX- 
TY. 7 
- 
- - ~ 


In the matter of the' estate of 
•Mary-Ertl, deceased.- ' '-' '- --.- " 
Xotice is hereby-given, that at-a 
regular term, of ^the county- court to 
be held In said county at the" court 
house in the city of - Appleton,." In 
said county on the 7tK, day.of Jan- 
uary A. JD., 1930. at rhe opening of 
the court on that day, the following 
matter will be neard and "consid- 
ered: 
The application of Louis Ertl and 
"William Ertl as- ~t~tie administrators 
of the estate of llary Ertl late "of 
the city of Applelon in said county, 
deceased, for the examination and 
allowance of 
his 
final 
account 
(which account is now on file in 
said court), as required by law; and 
for the assignment of the residue of 
the estate of said deceased to such 
law 
entitled 
determination 
persons as are 
by 
thereto: and for the 
__ 
and adjudication of the inheritance 
tax, if any, payable in said estate. 
Dated Decemoer 13, 1929. 
By the Court. 
- - 
FRED V. HEIXEMAXX, 
Countv Judge. 
MORGAN: & JOHXS, 
Attorneys for Estate. 
Dec. 14-21-2S 


on one o* his murder contracts, 
Tammany chleiS have uncSTtcIaliy 
announced that nil political barriers 
•wfll be removed and that the -way is 
open for a racketeering drive just 
as ruthless as Police Commissioner 
"Whalen cares to raalie it, 


Xe'sv Xorb had found the gun- 


men's dinner a. r-leasant Yale diver- 
sion—a sort of Gilbert: and Sullivan 
sketch, involving not only Magis- 
trate Albert H. Vitale, bur a!so Xew 
Tork's artichoke king, a boss Cliipa- 
so gunman, various 
distinguished 


jail alumm, the bar association, the 
Socialist majorit> and other citizens 
and gendarmes. 


Thursday's stark revelations, made 


by a police inspector, nt the hearmg 
or tSe detective whose gun had been 
"lifted" in the hold-up, gave a sud- 
den sinister turn to the extrava- 
ganza. The contract recovered by 
the sunmen y.-as for the "killing o* 
Franbie Tale and Frank ilarlow. 
Xev.'^ York gangsters. It had been 
faithfully carried out, and the Ht- 
tle misunderstanding among 
club 


feilov.-s, at "the magistrate's -dinner, 
has released a racketeering stench 
somewhat more formidable than the 
evil which the Ssherinan let oat of 
the vase. 


•DIXXER FOK MAGISTRATE 


i Tepecano is the nearest Italian : 
proach to the spelling of tippecanoe. 
Magistrate Albei* H. Vitalc, reveal- 
ed In the -Rothsrein case as having 
borrowed $19,000 from Arnold 
stein, another stain.- gangster, is Its 
honorary president. The dinner on 
Dec. 8, at which seven 
gunment 


robbed the guests who Included sev- 
en, others "with rogues' gallery por- 
traits, -was given in honor of Magis- 
trate TItale. 


According to the police, the ma'Sis- 


trate sar in a'tox at a elan- enter- 
tainment next to Giro Terranova, ac- 
cused by the police of being the man 
who negotiated the 
contact wilii 


Tony Lombards. 
o£ Chicago, 
for 


killing"Yale and Harlow. Two hours 
after the robbery, the magistrate re- 
turned to Detective Arthur C. -John- 
son his gun-which had been taken 
in the robbery, -ilow he got the gun 


one of the 
enigmas cf the 


-f 


CIRCUIT 
COCKT. 
OUTAGA3HE 
COUXTT. TVISCOXSIX. 
APPLETOX EXGRATIXG CO3T- 
PAXT, ET AL, Plain ti&=, 
\s. 
SCOLDIXG 
LOCKS 
HAIRPIX 
COMPAXT, Defendants. 
TAKE XOTICE, that the receive- 
in the above entitled matter, Hen- 
ry TT. Tuttrup, having filed his final 
account herein on the 13th day of 
December, 1929, "with the ClerK of 
the Circuit Court, where in he shows 
his receipts and disbursements paid 
and to be paid, including 
officer's 
fees, attorneys' fees, receiver's fees 
and showing the amount of cash in 
his hands to be distributed, and 
asking for a confirmation 
of his 
acts and \the declaration of a final 
dividend, and upon the payment of 
the same for an order discharging 
him as receiver and exonerating his 
bond, therefore, the Court has made 
an order that a final hearing in the 
above entitled matter to pass upon 
the confirmation of the 
receivers 
acts and. his report be^had at the 
Court House in the City of Apple- 
ton on the llth day of January, 1930, 
at 10:00 o'clock in the forenoon. 
The following is "a summary re- 
port: 
Total cash received from- assets, 


$55,135.151 
Initial dividend 
|25.267.14 
Court expenses in running 
7.641.S4 
Preferred claims 
S.194.S2 
Proposed final dividend . „ 14.0S4.S2 


555,193.15 
Creditors objecting to allowance 


of final report or any part thereof, 
must file -objection thereto. 
HEXRX YT- TUTTRUP, 
Receiver. 


Dated, this 13th day of December, 


A. D. 1929. 
BRADFORD & BRADFORD, 
Attorneys for the Receiver. 
Dec. 14-2I-2S 
STATE OF WTSCOXSIN. COtTNTT 
- COUKT, FOK OUTAGAMEB COUX- 
TY.—IX PROBATE. 
Xotice Is hereby given that at "a 
special term of the County Court to 
be held 5n and for said ^ocnty.-'at 
the Court House, in the City of Ap- 
pleton, In said County, on the sec- 
ond Tuesday, (being the fourteenth 
day) of January. A. "D. 1930, at 10 
o'clock A- M-, the following matter 
will be heard and considered: 


police _tr.Ial of Johnso 


case. 
. At "the 
there "was testimony- that one *>£ the 
guests remarked In Italian to one of 
the robbers; "we ar&'all 
friencs 


here." .A. -New York: "-weekly, com- 
menting, on ths^ainer, said- the boys 
vrere singing, "when good felons gee 
together, "when she hoWup men- come 
In. 
___ 
_ . 


-Magistrate TItale's statement of 


explanation, carried a. -aots of 
indlgnation, -without any sacrifice of 
judicial dignity. 
The subseqjient 


episode of the judicial return of tha 
policeman's gun provided an enigma, 
which gave Xenr York a -welcome 


v- let-down 
from anagrams 


cross "word puzzles. Thea po- 


lice Inspector 
Donovan, told 
nis 


story of how the gun and the jewelry 
and money taken in the fake liold- 
UD were returned. 


POLICE 


The Tepecanoe dub, whose Ta.em.-jjp* 


bers save ths dinner to iTagistrat* 
"Vltale, tvas reported, by commission- 
er "WTialen as caving been" on ths 
police 
surveillance list. Political 


complications ser In ths moment: rhs 
hold-ap toofc place, and there is A 
confusing- 
ramification 
of hints, 


•whispers, minors and intending: dis- 
closures "which niake ths plot hard 
10 follow. 


Back In the days of "William M. 


Tweed, there was an uproar over 
home rule for Xew York which end- 
ed in a. disastrous battle between 
state and city police, with the for- 
mer triumphing. Since then, Xew 
Yo-k has been sensitive to proposals 
for legislative Investigations, and tne 
proposal to taks the tale 
of tbs 


gunmen's dinner to Albany lias been 
sharply oposed by Xew York news- 
papers. "W. Kingsland iiacy. chair- 
man of the SuiToik-co Hepublican 
committee, who raakes this proposal, 
also tried to -Throw tlie Rothsteii - 
case Into the legislature nearly a 
year ago. 
Rothstein's S!es carried 


The application of .-^.n-.omev^e Jsid- a folder on Magistrate Vitale. 
kins to admit to probate tee lastl 
-^- 
»!.-_„_,__ c,,,,--,:.-^ -,-,^= 
will and testament of Mary Van] . firman i"O350s, Soc,anst canfli- 
Venroy late of the Village of Kim-{ aate for mayor in-tne Jast election, 


1925 Nash Stand. Coach — 
1?27 Chevrolet Coach 


I 2827 Hudson Coach 
j 1923 Packard Sedan 
,. 


I&27 Essex Coach 
1S24 Stude 7 Pass. Std - -. 
1&2-5 S-ar Coach 


j l?2i Buick Trg Wjnter Sides 
J 1926 Chevrolet Coupe 
1927 Ford Koadster 


"\VASKER — E'.ectr.c, ".«a\agc." 
W. Lorain St. Phone 3133 
INSURANCE—Parties wanting their 
homes or cars insured, for fire, 
property 
damage and liabilities, 
call "Wm. Krautkraemer. Tel. 1773. 
PLAIN 
SEWING— Wanted. 
Tel. I MOTORS—Sold, repaired. Knrz Eiec- j 
•J3-53J. SI-? "W. 4th. 
trie Service. Ill 1-1. 5>_ T>I\OT- 
" 


11C2 i RICHMOND ST. 
j l ' a i t l y modern. 


X. 229—Upper flat. 


Machinery And Tools 
61 


SHERMAN PL. 42—4 
room lower 
flat Modern. Tel. 36S or 317 X. Ap- 
ploton St. 


Moving-. Trucking, Storage 
25 


ASHES — Rubbish hauled. Also~~gen- 
cral trucking. Tel 195S-J. 


GENERAL, TRUCKING 


Fireproof Furniture storage. Crat- 
ing. packing, shipping. 
Tel. 724. 
Harry H Long. 115 S Walnut St. 


LONG DISTANCE— "Hauling! — Van 


Set-vice. Buchert Transfer Line, SOO 
X. Clark. Tel. -M3. 
MOVING—General 
draying. ashes 
hauled. Edw. Ehlke. Tel. 4 MOJ. - 


Ridio Equipment 


USED DATTERY — 
And 
Electric 


Radio* 
and 
Eliminators 
Service 
for any Radio The Appleton Radio 


Specials at The Stores 
C4 


ELECTRIC "VASlfEn^r~"tnT>b'aT(V. 
Copper nickle plated douole tub 
balloon tvpp -si-rmBC!. Guaranteed 
10 years. Wonderful value at f 78 50 
Reinko & Court Ildw. Co, 322 X. 
Appleton St. 


Business Places f - • Kent 
75 


KIMBERLY—l>art. of building 
for 
ynt Suitable for any business. Mrs. 
II. Poppc. Kin-iberly. 
S T O~R~E~S P A C E 
ON 


G R O U N D 
FLOOR 
OF 


\V H E D O N 
BUILDING, 


NORTH ONEIDA STREET 
LOCATION. APPLV 
GUS- 


TAVE j. KELLER. 


Whether yoa make application in 


" 


1P26 Ford Coupe 
1926 Overland Coupe 
i9J6 Ford Coach ... 


person or "by telephone, jou will beil2---> *ord Coupe 
treated 
courteously and 
served 1925 Essex Coach 
promptly. 
The entire transaction ] 1926 Ford Roadster 


will be handled in strict confidence, 19-6 Oierlaad Touring .. 
Emplover, 
relatives, 
friends. 
or j 13-S \\jass Kright 4 P; 
tradespeople will 
not be 
notified J 
Conpe 
Loans are usually made pajabie in | 13-4 Fore Coupe . .. 
twenty monthly payments. 
How- 
ever, if loan is repaid sooner than 
20 months, you only pay for the ac- 
tual time you keep the money. Sig- 
natures of husband and wife are all 
that is necessary. No outside signers 
required 
For 
further 
information, 
call, 


phone or 


5100 Dis. i 


375 'JO f 
S25.00 I 
2D5 00 ! 
. 
275.00 ' 
235.00 i 
275.00 : 
275.00 \ 
250 00 ' 
250.00 I 
225.00 ! 
225.00 ' 
225.00 > 
225.00 j 
195 00 I 
150.00. 
350.00 i 
3 25 00 J 
125.00 1 


1 


9-i oo: 
75 00' 


Zapp of Appleton, "Wisconsin. . 
! nothing, as it could not subpoena 


Dated^ Appleton, Wis., December j TritnesEes. 
Sinuxe! 
Unterrne>er 


21st, iSJS- o_a<,_ o£ tfte C(n,rj 
1 joined him in ibis. It is doubtful 


"FIXED "V% HEINE5L\NX. 
'• whether Mr. T^oir.as' \iews "would 


County Judge. | ha\e found their wav into print a 
FKAXCIS J. KOONEY. 
, yea- aso. Bllt he pO;3<rf 
17i 000 


DeaTl^S^jLP4tlti0"er" 
votes last Xovra-cr" and the town 


SUMMONS 
I ss.^ e an attentive ear to his caustic 


'WISCONSIN: MCXICI- \ denunciation of a long string 
of 


T; OUTAGAMIE COUX- j magistrates, their alleged inhumane 


j and corrupt practices, and -the sup- 


posed demoralization of jCd;cia< pro- 


i cedure in Xcw York. 
Among the 


"outs" tirere has been much 


TITT: NEWS on thf classified 


UUtlCit }C'U,'tOO.- 


page 


Household Finance 
Corporation 


\Valsh Co. Building 
303 W.. College 
Ave. 


Second Floor 


L Appleton, .}Yis. 
Phone 235 


Oshkosh 
Appleton 


Fond dn Lac 
Xeerrah-JIenasha. 


Satterstrom Chevrolet Co. 


Sll W. College Ave. 
TeL 889 


STATE OF 
PAL COURT; 
TY. 
Edith Macicjewski, plair.tiii 


VS- 
Frank Macieje-wski. Defspdai 
THE STATE OF WISCONSIX TO' 


THE SAID DEFENDANT:— 
3 t5,,n-..,-_^ _i,n,.* „ T,^<,~,I 
„ ,i-x;« i 
Yon are hereby -summoned to ap- • u-lnKln= afioiic ^ liberal 
coal.uon 


pear within twenty days after the ; among tne anu-'jaTninany forces. So- 
ser\ fee of this summons upon you. J cialists 
and 
Republicans 
beins: 


exclusive of the day^ of Fer\ice and | hi ought together at the- point of a 
the£ccurt.^aforesaid: and In case of j Sm* so 'o spejk, Is just one more 
vour 
be 
_ 
to the demand of the complaint, a 
copy of which. Is herewith 
served 


upon you. 
LONSDORF, STATDL & SCHMIEGE, 
PlaintifTs Attorneys. 


P. O Adress: 
207 W- Coliegj Avenue, 
City of Appleton, 
County, Wisconsin. 


. 
r failure so to do judgment will I of tlie Alice in "Wonderland touches 
rendered against you according of this little drama of the -£&ng- 


NOTICE: The original summons 
and complaint in the above entitled 
action are now on file in the office 
of the Clerk of the Municipal Court 
in and for Outagamic County at the 
Court House in the City of. Apple- 
ton. 
Cnunty of Outajjamic and State 


of Wisconsin. 
Xov. 22-29 Dec. 6-13-20^:7-' '• - 


sters. the judge, the cop and the 
politicians. 


FOB SEASICKNESS 


London—After S3 years at sea, 


during which time he sened as sur- 
jreon on the Aquitania, Dr. Sidney 
Jones has retired. He has published 
a preventntive for seasickness based 
on a study of this illness during his 
life on the ocean. Take no alcohol 
a week before sailing, cat sparingly, 
and. a\ oid all acid foods, is his ad- 
vice. 


IEWSPAPER! 
IFWSPA.PFJ 
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Financial And Market News 


Named on Board 


READJUSTMENT OF 
BETTER DEMAND FOR WHEAT IS HIGHER 


ACCOUNTS AS YEAR MEDIUM WEIGHT HOGS WITH UNFAVORABLE 
ENDS WEAKENS MART! weights A^io pounds, 
REPORTS ON TRADE 
i Pounds, 


erchandise, Baking and; 
slight"Recessions 
:Less 


If i I I t *. •., 
O U n n » n 
Ann- 


However, Are 


U t i l i t y S h a r e s Are 


BY STAXLEY PKEXOSlLt 


Awociated Press Financial Writer 


Yorit—VP)— K3£reasiY0 year- j 


Chieagp—OPJ^Medlntn -weight bogs; 
: sold isore readily in th» ssrsall trade: 
: this- morales: than iiutry Iiave all 
i week, and topped the raarket at S5.SO j 
1 in the eariy trade. AVeigfct? above £jO j 


Argentine Grain for. 


Europe Causes Prices to; 
Jumo 


MEW YORK CLOSING PRICES 


By Associated 


One 
of 
the 


rucst 
Important i A^J-,,,,, 


o f 
Present , A(ir Rwntey. .... 


Hoover's woman A5r Ke4aclioa .. 
appointees 
is| Ajfx Rubber ... 


Miss Aar. afcciJAiasj^ juneavi . 


has; 


raesioer cf 


i>. Jsowever, were selHr^r osi.a lower! 


BY JOHN P. BOIGHAN 


Associated Press Market Editor 
i 


Chicago — OP) — Assertions that ! 
ead-readjustseat 'o* speculative ac-{ plane at 59.69 or steady-\v:tii the av-: Argentina has only ;o.9?v>.0-?0 btish- 
caucts imparted- a. cec-idedly reaction-j erage yesterday. Over fcalf the r—c * els of wheat available to tneet EurQ- 
ary treed to prices in today's stock | -went to the packers on direct billing j pean. seeds this season uid tattcli to 
aamrker. TJie selling: centered largely {;,.?00 o* an estimated total o? S.OOO.; Kite v.-heat prices skyward today. 


•winter -wheat at the Gutf of Mexico 


'• was reported to have been disposed; 
- - cf at the sarne price as -Vlay delivery.. 


ths merchandising, bajjlns aDdj Shippers did most of the btiy:ssr. in Besides, sc-nse United States 
hard 


public utility issues, many ot which \ an e2brt to £11 the increasiBij eastern 
Tver* hammered, down 1 to S points. > demand. In closing at these ilgures" 
Aithoush several blocks o' ?3rOOQ to the ho^ market retains the sains o: 
10.0CO shares changed hands, the: the week, and the average price has j about 4 cents a. bushel iibove the; 
volume ct tradincr was relatively ; risen 25£35e with the emphasis j basis prevailing in esport circles.' 
litht. 
| shifted from the strong \velsets that j Cnder" such circumstances, 
oSfer-' 


IB. the absence of any new adverse j -jvers so popular during the 
past > ings o; future deliveries in Chicago • 


business developments, "Wall Street i month," to light kinds tinder 200 Ib. i -were readilv absorbed 
du>-in~ the ', 


•was inclined to b!ame belated ta^j These have beer* relatives!* scarce, f j-jTg dealing's toJav, liouses'w'ith for- '> 


seaboard connections tak- * 
ead as b"yers, and price: 
:d!y, far more than offset- i 


the 
^ or Tax Ap- 


p«,l. which anntt- 
aUv return* mj:- 
Jions o£ 
Collars 


la overpai-J t«e«. 
J?!io •; the first 


woatas cvc- to serve on the board, 


GEORGIA FARMERS 


SEEK TO GLORIFY 


SWEET POTATOES 


•jy Corp ... 


* 


. 23 , Louis & Xashv 
. 22 s L-jdlusi St- 
1-2 jMack Truck ... 
1-4 : Macy Co ........ 
. T J Magnxa Copper 


47 ! Marmoii ilot . 
1-4 . McKasscrs 
. IS' Mexican S« 


CURB AGAIN SAGS 


WITH LIQUIDATION 


; BUTTER "CO-OP" MAKES 


FORTUNE FOR FARMERS 


- vectors :a the Kavenna. Incoroo-a** 


........ 13? 1-2 


.. 34 7-S 


S' 
,~ . 0 


Short Selling and Week 


Lightening of Accounts that rin 
Causes Losses 


New York —'^r.'— Curb 
cuirket'' 


. s toe *s sasge«J ;-jr:l:er in a Cu'l Sat- ;' 


.. 40 1--' 


7S 7-S 


Mic-Cont I'e: 
M:n~ «?il 
MO K &T 


AJU for 
! Am ls.il Corp 
j Am Loco 


Am K & S S .. 
' Am Republic . 
: Aai Smelting; . 
j Am Sic*! 
:Am S'. 


Am Tobacco 
Ani Tob*cco B ... 


,,, 
.' Ant "Water '"Works 


* YanV , Am "Woolen 


$4 3.5 : Mor.t AVarJ 
55 1-2 Mother Lode 
SS j^ ' Motor Meter 


73! Motor Prci 
30 • Motor "Wheel 
;3 ' Mur.s.'r? Wear 


7* 1-S i Murray Cory 


44 i Xash Motor* 
'' 


21S 
19 


3-j 
45 7-S 


5-S 
7-S 
5-2 
7-S 
4S 


kct throughout 
t:.e tv -« 


t rallies'. 
The 1 _:: 
v ..:::;> 


-wan street. 


creamery was o^saiCze-l ta 


w::~ fJ.C-C".' capital. Today t=* 
amLns cc^itai stock stiil is 55,. 
but tie cnr.pary has a sorp:-s 


The co:rpc 


A 
few i^ 


ti?>.t. Royal 
-::::* :n a. sis 


s.so _tas ; 


!^nt ar. 1 c'._, L^.-.::t from year to 


iesiaiEe-2 . -.aine of the s*.c-:.-:. i- -5 years ti* 


1 stock has 3ppr*»c.a--. I l.COO T>er c*r.i 


1 
1S5 


Before Public of Unitedj^t 


S-S . N'EtJ Cash Kcsr 
i .$ j Nat! Da:ry IYod 
1-2 , Xit! Fow i Lt 


S3 1.; j Nevada. Coprcr 


'."."*.".""rs :-s| ^ Y x H"& H".""".".".". 


32 1-S! Nor Amencan 
rs 3-S !*«• Pacific 


-"* Beere juir:p«d 3 i'^ints xr. a 
•"^ AESCO, General Electric v" 
;"^ ! Glen Aldeit an-i Lehigh 


-„» 


*>. \ ±jC..^. 


LONG LIITE OX THE i*ARM 


v. as tit 


Atlanta —0?)— Broadway's tricks • 
nour OB) 


! Armour De! F£d 
:- are jnakins mosey ior Gcorcia fami- > ArR-°«r ^" * ^ 
,s" ers. 
- 
| Associated D:-y G 


.. a 
-.3 


SI 


, . tl? —"4 , 


Farm 


j.j j Otis Steel 
i-s , Taoiflc Gas 


AVith oniy 100 head rsceived today 


the cattle market was ni:. The trade 
was in a rather bad shape at the 


tiorj of loans, collateral of which had 
been -weakened, but this selling ap- 
parently was of an isolated char- 
acter. 
""IcasmacJi ^s Friday's cail iriongyi ers -were v.iHins to Tvait 


it conditions -were not a. direct factor i the demand for the short fed slaush- J 
in today's market- Brokers do no; j te: 
believe that the cail rate -will s°"l 


Broadway glorified blonds. Georgia. i Atchison 


ting early decline?. 


Material upturns in T.heat -nrices S is busy s!ori."y:ns 


•catchms ti:e tip or- the first bounce, i At}as j5*0!^ ; 


i here developed today after early set- j which j,s 
a. 
close of yesterday-s session, aad s*U-j tat^_ ' In -conr.ection ^-u*h 


:y:.iS the Georgia vam., Atlantic Kefs: 
teadins blond aiioas i ^b«?_ *«£ 
3 


next!. 
sweet potatoes- 


Two sv. cet potato missionaries are 


conducting yam revivals. Both 


:ie lem 
! porarj- dov.-nturns of wheat values, 
more or Jess prominence was give 
. . . . 
. . 
.. to Buenos Aires idspatches savins j of then!—Mrs. I^a.^ rence T. Mitch- 
r steera^trhicn have preaominated: thac Arsentina larjners were seHing Ul! and Mn=. S. K. Dull-are culinary 


, '* runs ti!^ -ive«a. wouia jmpro-v e. j j-pg^jy ac(j ^-grg deliverins' h'berallv | experts. Their business is to' bally- 
maca above tne 6 per cent level as a Ga.ns early in the week apparently 
ei-norters at unfixed ^ices. A^-! hoc, Dixie's blor.dies into prefi 


result of the heav,- year-end de-, prompted increased loadings in this | gent|lje exportera were 'saML io be | bj- housewives everywhere. 


i Aviation 
• Baldwin I-oco 


for currency despite the fact j class, and in face of the liberal sup- 
be 


[B 
Beechnut 
Bendix A via 
Best and Co 
." 


Bethlehem StI 
Bohn Al ar.d Br 
. 


Bon Ami 
•• 


Booth Fisheries 
Borden Co 
Briggs Mfgr 


Strut 


SO- established in the break 
month. 


Extreme declines of 3 to ~ points 


also were registered by Columbian 


MCarbon, Xational Biscuit (old stock). 


reeeip 


lastj 2.500 exceeded expectations and there 


j was some trading-, although the reg- 
' ular buyers were not in -the raarket. 
Too little was dene to cause any 


y Department Stores, 
Safeway 


Stores, Magma. Copper and J. X. Case. 
U, S. Steel Common sold down- 2 
points before it met effective buying 
support. 


The closing was heavy. Total sales 


approximates 1,350,000 Shares. 


lori- 


is in good demand by mills, and i fyins lour, 
that elevators are loading out more i "Just as much energy can be ob- 
wSieat than is cominsr in. The price j taineu from one as th.c other," says 
basis for Xo. " hard wheat at Oma-! Jones. "The only diflfereiico :s in the 
ha was given as just about in line taste. Sweet potatoes offer a. chance 
change in -the quotations and most 
, 
of the sales ranged from S13.5C-S I for exports by way of the 
Gulf of j to vary diet v. itJiout sacrificing food 


14.00 for the good fat lambs. 
j ^esco. Simultaneously talk was values. They need to be known." 
current here today that European 


Milwaukee — 


LIVESTOCK 
>- — Hogs, 700— 


WALL STREET 


BRIEFS 


strongs." Priine Iieavy and butchers 
250 pounds and up 9.25@9.<50; lair 
to best butchers 210-240 pounds and 


9.25 •§ 9.70;" fair to good lights 


" 


-Sew York—The c sited States Steel 


corporation's total assets on. Sept; SO, 
amounted to $2,537,957,642, as com- 
pared iritti 52,442,030,233 on Dec: 'SI, 
1928, it Tiras stated in. a balance sheet 
submitted TO the Xew TorJc Stock 
exchange In applying- to list 1SO.OOO 
additional shares of common stock. 
The new stock is to be used m pay- 
ment of the Atlas" Portland Ceinerit 
Co. Its listing- has been approved. 


S.75-S-9.GO; fair to" selected packers 
•S.OQ@S-60; pigs SO-120 pounds S-aQSJ- 
9.50 
Govt. aifd 
thro-svoutsj 
$1.00@ 


6.00. 
- Cattle 100 — steady. Steers good to 
choice 14.00®lo.50; medium to good 
a.l."50@13.75; fair .to medium 10.00® 
11.50:. common 
7:.00@9.50; heifers 


good to choice 9.00@10.50; medium to 
.good- S.&O'gP.OO; heifers fair to rne- 
diuin 7.00@S.OO; common./ to 
fair 


6. 50 @ 7.00; cows, good-io choice 7.00 


continental prices for native wheat 
have advanced sharply :u compari- 
son with United States markets. 


Georgia expects to harvest 11,434,- 


COO bushels of sweet potatoes 
this 


year — more than 3,000,000 
bushels 


<§7.50; inecfiu into good 6.25@T.OO: and hedginS- 
fair td medium 
5.75'S6.23: cutters; 


5-OOlb-D.oO: canners 4.00@4.75; bulls j 
butchers S.So^S.Ta: jjolognas 
7-50@ j 


S.25: springers sood to" choice 7-5.00 •• 


above its nearest rival, Xorth Caro- 


December corn broke s;harp!j- as j l«na. 


result of scattered- liquidation which ! ilost oC the crop is the Porto Ki- 
found support lacking. Deferred de- i can variety, a. light colored juicy 
liveries eased in sympathy with the i vaR1 which Georgians says is sweet- 
nearby mouth, but showed stubborn j er than the Xancy Hall or Big Stem- 
resistance 
to 
pressure, 
buying I nicd Jersey, the brunets. 


against bids had some effect on tiie! 
Climate and soil make the sugary 


market. Country offerings to arrive f tuber an ideal crop in the state and 
were only fair, with the forecast! i' ^ ono °f tl:e important farm in- 
pointing to 
generally 
favorable | dustries. South Georgia sets to the 


weather over 
the 
weekend. Oats j market first bacacse o£ early srow- 


were easier -with other grain early j ^n= conditions, 
but recovered the loss later. 
'• 
How well yams grow in Georgia 


Provisions acted somewhat unset- < Js shown by the record crop produc- 


tTed owing to scattered liquidation 


CHICAGO GRAIX TABLE 


liigh 


smallest weekly' total of the year. 


weeMy average of new ofifer- 
this year -was §32^52,790,"com- 


pared- iritJi §28,755,736, in 192S. 


- Southern California. Edison 


Co. Tias offered holders of the original 
preferred and common stock rights 
t<5 Eubscribe to one new common 
•share at $25 a. share for each 10 
shares of preferred or common stock 
held on Feb. 28. 
•.AprH 12. 


•xne rights expire 


- --Charles &. Acker, assistant treas- 
urer = of the Baldwin 
Locomotive 


"Works, has been elected treasurer to 
succeed "William De> Kraft, who mil 
become chapman of the finance com- 
fnittes of the.United States Kubber 
On on. Jan. 1. 
: 


IS.oOg 15.00; fair to good lights; 21-30 j 
@13.25; throwouts S.OO. 
• 


SCO. steady—lambs, good to !! 


; The'-list of new Tmuneipa! fin-j ^.r!,'-^^1 
lancing--scheduled for nest -week:Trill *~f~^'~! ,nn _.._i_ r-^^- . - - 
; 
- . 
, 
. , 
»_ „.,..,„.. , t Calves j.09—steaav. Gooa to cnoice \ 
amount to less than $-3,000,000 the ^ -nw,_ oft. ..^ ,„-„„„,, w,-^ -•1-.n ; 
Juiy . 


CORX— 


Doc. . 


. 
^iar. . 
H.50@I2.25;. lieavj- 9.50@10.50; cull j -\raj- 
iambs 
S.00@9.00; ewes 5.00@5.50: j 
JU'TV \ 


heavy 4.00@4.50; cull ewes 2.00S i OAT^ — 
S.OO; bucks S.00@3.50. 
- 
| 
Dec. 


— 
i ilar. . 


Low 


1.30 


1.33vi 


ed by I". G. Champion or Chip'ey, 
v.'ho prociiiced 34,430 pounds on two 
atres, an avetage oC about 31« bush- 
. els. 


Close i 
The average yield is around luO >. 


I bushels. 
; 


1.27 
i 


~i.%'-\™ 
1.3'j 


: Brunswick B C 


" 


Bulova aWtch 
Byers and Co 
Caiif Packing 
Calumet and Art ... 
Cal & Hecla 
Canada Dry G 
Canadian Pacific .. 
Case (J. I.) 
Cavanaush Dob ... 
Celotex 
Cerro De Pasco .... 
Chesap &. Ohio 
Chi G "Western 
Chi Jf Stp & P 
Chi M Stp & Pfd 
C & Xw 
C & X W JPfd 
C. K. I. & P 
Chi Tel Cab ...... 
Chryster 
Colo Fuel 
Coium G & E . 
Colur Graph 
Coium Carbon 
Coml Credit 
Coml Inv Tr 
Comm Solvents 


i-l and South .. 


Tacsfic O:I 
.......... 


1-2 1 ' Packard Moiors 
..... 


SO V*an Ani Pet 11 
..... 


1-2] I'.ir-a. Kam l^i^ky ---- 
3.4 '. rathe Kxc-iir A 
...... 


4 3-4 ! Peerless Mot 
........ 


29 7-S ! PerJck an<l Ford ____ 
114 1-2 ! Pcnn K U 
........... 


23 1-2 J I'hihps IVtrol 
...... 


59 1-2 ! 1'hclps Dodje 
....... 


33 1-2 i Pierce Tet 
........... 


30 3-4; rrairie O:! & G 
...... 


91 1-4 | Proctor £ Gamble ... 
51 3-4 i Pub Serv of X J ... 
70 1-2 i Pullman Corp 
....... 


3 1-2 i Punta Sugar ...... .J. 
6S 1-2 j Pure Oil 
............ 
. 


3-4 I Purity Baking 
....... 


1-2 j Radio Co 
........... 


3-4 I Radio Cory r:a B ____ 


23 1-2! Radio K O 
.......... 


. 42 i Rea'Hng 
............. 


IS' Kea! ^!lk Hose 
...... 


2S 1-SSRoin Rand 
.......... 


CHICAGO STOCKS 


B;' ,'_js. :.atsu Prsss 


.-d the list o* aged ^ama I_azi-l5, -^o4E 


^ 
. ^ 
- _^ 
... - — _ . 
, — 
... 
**'- 
T'ie ot.x^r *v-i2r^ers ^rere S5 a^i^ 


""••American Cyanan;:ti B. Now s-ort C- . •. ,.nrs or n:.re. i'a"-:"* --^rfO2 T*» 


Car ileaiir.g. sajge-j. r~.ija.rdo S'-gar -..^ -,-jur.cest c-s^irant was SI. 
"~b% 


dropped 5 points to ^'-, its !ov." of the ares of the nlao totaled 7c2 ~ears. 
year, in response to an earnings re- j 
. 


port sho'A'nsr a io^*5 of JTrv.OOO in 
the year ended July SZ. 


'.'' *~ I 
L":!lit:es an-i oils -ncre senerally 


~>v ""• i «nd»r pre;:urc. American G^s and 
V-" "„ " ! K!ec:r:c, AmerlcaR Lisht and Trac- 
-° ";; ] tlon. 
InsiiU 
Ut!U;j" 
Investment. , 


(Standard Power and !.:gh', 
and Addressograp!: 
»...,., 221-5 


'Northern, i-tatcs Power A. !"st 2 to Am Corn Fo-.r A 
.^.. 
. 14 


i 4 poinf. Electric Bond.and Share A:a HaUio 
1 1<J 


| and Associated Gas A lost nearly a • A-.n Kquit 
23 


j pofot oa«-h. 
j Art Metals 
13 


j 
Oul* Oil droppM 
more 
ttian o j A^socia-.-'d T-?! i V'i'. 
». -~) 1-3 


| rosnts. and JJur.xWo 
l-J5t about a. Auburn Auto 
...155 


I iH'int. Solar Ilefismj- tumbled r.ear». Ba=::a-i s:-?s?:r:j 
..,.....^.«» S> 


!y ~: South I'enn Oil i\as fir"n. c!o<- • Baxter 
11 


ins a point higher. 
Cities. Ser\:ceJE J Km,-:; ,-ir.J S.>::~ 
14 


moved in n narrow range. 
f But>i- i;r.->«: 
!•? x-4 


Mines were heavy. Xe"ton lost 


more than 5 joints and Bunker Hill 


another new minimum for 


i: 


1? 


. 3 I-S 
. 7 1-S ! 
-:s r-s! 
73 1-4 | 
3i 3-S j 
'.*Vw! 
^i 2-2 ; 


. 


14 
20 
20 


., « 
'-' ° 


"'* : touched 
'"j| I the year. 
Inv»>stir.ent Trust Issues 


! wero fairlv stoat!v. Trans America 


*? _ t 
'. 
~ 


Central I'-.ib'.i: S-c A 
33 1-2 


Central 11! Securities 
"5 


!C-:£ Corj>r. 
ChJcaso Corj'H Ctf ... 


,, S2 b-S 
,. 66 3-S 
,. S3 7-S 
. 2S 1-4 
.. 63 1-2 
1ST 1-4 


191 


.. 7 1-S 
. S4 1-2 
.. 63 1-2 
, 200 1-4 


14 
24 


25 
35 
34 


Hco Motor 
K I & Steel 
Reynolds Spg- 
Ren Tob-B 
, 


Kichflelu Oil 
Rio Grande Oil ... 
Safeway Stores ... 
St Joe Lead 
St L and Sf 
, 


Schulte Stores ... 
Seaboard Al rLine 
Seagrave Co 
Sears Roebuck ... 
Seneca Copper .... 


3-S Shaltuck FG 
139 Shell Un Oil 
213 ! Simmons Co 
1-- j Simms ret 
!-•* | Sinclair Oil 
2-S i Skelly Oil 
"'- j So Cal Edison 
-•5 • So Dairy B 


11 


„ | closing a fraction higher. In 
'* | merchar.disins 
group 
MercantU 


„ ! Stores was 
a soft spot, 
Jro;»t>i:i; 


— ! nearly 
S points to a 


£i501C- 
7-S 
l-l- 


13 I-S 
-»~ A f 
••»» *>t «i*i 


25 1-4 


cor.?un'.^rs 


at' Oont Chi 


. 4S S-S 
. 24 1-4 
. 19 1-2 
113 3-1 
. 4S 1-2 
---- 10S 
..... 
4 


. 9 
10 
S5 


NEW YORK CURB 


By Associated Trcsi 


30 
34 


choice 
13.00@13.25: fair to ,good 
-S3 


CHICAGO LIVESTOCK 


^Chicago—OP)—ru. S. 3Dept. of Ag- 
riculture)—Cattle receipts 100; com- 
pared one-week ago strictlv choice 


i 


ilay 
July 


P.TE— 


Dec. 
Mar. 


.45% 
-49% 


io?s 


.40 


GHiGAGO MARKET 


HAS DULL SESSION 


Voiume Was Very Light and; 


Changes 
A>e Fractional j 


and Unimportant 


Cons Gas .. 
Cons Textile 
Cont Bakingr 
Com! Can 
Cont Jnsur .. 
Cont Motors . 
Cont Oil Del . 
Corn Products 
Coty Co 


-V .. 


Southern Pac 
Southern Ry . 
Spicer Mf^r 
Std Brand's ... 
San. 
Com Tob . 


Sean Gaa 
St:iii Oil Ca! .. 
Std O:l X J ... 
sta on x y ... 


fed steers aira yearlings 
aad low ] 
^iay- .. 


grade light we;ght yearlings strong ! LARD— 
to 50c higher; choice fed steers after j 
saining- tmevenir 50c 
entire sain on. liberal 
week; .some beinj^ 
carried over; j BELLrlES— 


1.06% 
1.05ss 


1-0 I 12 
1.06T-S 


cago stocks C^)- Trading in 


was a icature!e« ant. 


' Crucible Steel . 
I Cuba Co 


. j Cudahy Pkg^ .. 
cm; Curtiss Wright 


or more lost j 


run late in 


Dec. 
.Tan. 
in.1-3 
10.6J 


! 


broad demand for light heifers; most j 
supply grading medium. - and £< 
| selling- at 11.50 to 13.25; fat cows un- j 
even; strong weight kosises aud cut- i 
ters around steady 
-o 25c higher; j 


-wjtii inbetween kinSs weak to lower; j. 
•weig-hty stocker btilis strong- to 25c 
hi 
d 


"BOND MARKET HEAVY AS 


: MONEr RATES TOHTEH 


Xew T-ork—W)—^Xhe bond market 


-was seseraliy heavy today, suSering- 
from the unfavorable combination of 
firm money and the dullness of the 
holiday Trees. 


Scattered offerings brought"lower 


prices in most groups of the domestic | fresh supply around steady, 
corporation. list, although the high j Sheep receipts 2,500; few loaas un-! 
grade rails had a. steady appearance sold buyers talking lower; 450 
tjaited States 
so-erninent 
issues rect; by the week 
40 doubles from 


were Snn. 
.speculative 
-«ith-j 
- liosses 
Jn. Sugar 
ray Body 
•way 4s. 
i yearlings 10.00 to 10.5G; fat ewes 5.00 i 


Convertibles sagse-3 on the decline ] to 5.75; feeding 
Jambs unchanged; ' 


in. stocks, bat t-ornoTers were srnali. j bulk medium to sooa grades 11.25 to ; 
American TelepijOBe 4 l-2e, American ] 12.00. 


Dec. 
Jan. .. 12.±: 
-•lay .. 12.22 


JL-.12 
10.57 


22.20 


T-.S7 


1<U2 
I0..37 


Del & Hudson . 
D L- & IV 
Dio Match 
Dnrg Jnc 


, Uu Pont De X 
•cuintnon an.] iroctiunally lov.c-r ;;elov.- , Kastman Kodak 


dull affair in today's short session. 
Voiume was unusually light 
and 


changes fractional ar.u unimportant. 


In the Insult group. Ipsuil Utilitj 


lov.c-r ];«»1< 


-">!'. and Middle AVcss. and Centra I 


Ji.-ji 
3 l.GO 
12.20 


CASH GRAINS 


3iawankee —OP)— YTheat Xo. 


ana ' Katon Axle 
Soiitlnvest Fiigliliy -.-ai.>.-:-. 
Utility- TTJ^,, ^vuto 


a"*t Industrial '"^niiiion ~.vus ^teadv i 
abo\e -0, and Chicago Corporation | 
lie-Id a'.-ound C3 in a fairly active! 


i traoe. 
• 
; Fairbanks Co -.. 
| -sortu -imcncan. car maae no re-: 


-- ! Qrir>7>c*i 1r, 
^;3O 


Ute 


Stor Bat 


j Fed "Wtr Serv 


hard 1-9«1»0 1-" Xo - j,a-d 1-S-' SP°n:° 
.1H-C aT!:no'jncement of ac'jFiEM Rubber . 
naiU j.._d3.i-_j i-^.^.\o. - iiaia i._5 , qujsjtjoij of tne Live Poultry Transit 


Eariey malting .63'@.07; V.'isconsin 


-! -63^-SS; feed 


3HN-XE.\POLI5 FLOUR 


passed, Gen Foods 


on to stockholders as an extra, divi-; Gen Motors 
dcnd, contingent upon the espejted: Gen Outdoor AJ» 
improvement in the building trade. I Gen Ry Signal 
Tlie sura amour.ts to more thai: SJ.25J Gillette St Rv 
The weakest bonds were feeding statoins 1-500 direct, part of t _" . 


Ctls 


. 163 1-4: 


2 S J 


SS 7-S! 


23 i 


. 12 


- 23 , 
. S4 7-S : 


7-S ' 


. -;^ 3-2' 


j3 ' St'-riinrr >'oo A 
:'^ Stoivart \\ ;Li"i>- 


- - ^ ~w* " Stu.l-jaktr 
- — ""* | Sul> iioat 
. S7 1-2 ' gun Oil 
.. -4 7-b , Sujjcrlor Oil 


13 j Superior Steel 


- Is ] -4 • Tcnn Copper 


SG i Texas Con- 


. 
!.» .",-4 ! Tex Gulf Sul 


. 47 3 -C i Tex £ Pa; 
... C n-5 j Tidewater Assn 


3 6 3 ; Tirnkcn D -\xle 


137 3-2 , Timken R 3J 
3 34 «-4 I Tobacco Prod 


77 ' Tran° Con U.! 


314.' TV. in City 


— - 174 ' Union I'ariri-Jc 


-J '>--; U.MJOII Oil "f Ca: 


. SO 1-5 Union I'nrifi<- 


. 6i 1-4 United Cig h'torc 


^5 ! United Corp 
.. S l-:i United Fruit 


S3 7-S 1 U S Jnd AV-o 


C ! U S loathe-.- 


22] U S 1-oatJ.r.;- ,\ 


, 37 5-8 j U S Uealt;- 
.. 5 n-S i U S Rubber 
. -IS :;-4 U S Pm^llinij 


, 5u 3-2 U S Ffol 


229 3-4'U S Steel Pf<i 
. 45 1-SiUniv Pic First Pfd .. 


Z'i 7-S '. Vanadium 


- 16 I-S '. Vick Cliein 


&'•>'• War Br I'ic 


'.'S 1-2 . Wcsnt Mar; ZinU 


Aero Underwit . 
Am Com Pow A 
Am Eq 
AM Sur«.-r Po-.v . 
Arc Hadlu Tub . 
Ark Xutl Gas .. 
A.--S G Ac Elec . 
Burma Cp Ltd . 
Butler Bros .... 
Cameo 
Oiii M \Vh- ... 
C'-nt l*ub tsorv . . 


Cities h'urvice - . - 
Do I'fJ 
Co!cat«\-~ Paint - 
Cons Co!> Mm . . 


Alum . . . 


Flyni-. . 


- ^j j Creole Sj mile ... 


13 
21 


7-S 
1-2 
G-S 
1-2 | 


i-e 


1-2 
7-S 
1-S 


1-S 
1-S 
!."> 
"3 
1-! 
:: s 


:; 7-s 


. . . _ - 


• K. A. 1 lorr.u : 
iJioinIaiile Hor.-hov P. 


Ir.MiIl Utii J S. r 


, Iiitull t't:! l::v 


Is "it K;r<.-n:.!.n 
! KUioiM: Suiter. 
r 


Sliii AV. 
X.it! I.- 
Xui! St: 


240 


L" 1-S 


... 25 
. . TO 
M 1-2 
3!s 3-4 
22 3-4 
4 1-3 


i 3- 


1-J 


2'J 
Ss 


.; ::-s ivrf 


V ., Cl'ib 
-_~ ' C'irllsj. 


2 1 ^ 


300 -" I Ko Fori-«.-.t K 


-"* | Diniint M"t 


Fji'l -Mil. l 'ana- 


, ! I'""!'! -Mt-. l.-ll 


i !"••-< Tin..itt:- i.\l 


<:•::. Tlse.it-.-r i:<{ 


I'll.! 


Do Pf.l 
\Wi-urIc IL:t!:o 


!S ! 
I" 


. . . .".li ' 
33 1-1 | 
... mi 


31 r,-;l 
1! .",-{ i 


Hinl. !>.iy 
Hunil.lt. U. 
Ini. IV-t 


Xoi. Am. A \ S 
Nor. 
St. I'O'.v. iAj 


Olll.J C-.pfK f 
i'j.-. AV. Oil 
IVo. Lt. i 1'w. 
1'i-irjinan K!-.' 
I 'ct roi < "o 


. in 


C.XTTLi:— 


l-'ancy to -!.^-i 


Ib^ ) tier "• 
nooj ('-*' to ^ 


VEAL'f LJVO — 
Fancy to c..c: 


!i>3 ) per i 


H-i*» 
10-12 


co ^10C to 130 IC-l 2 


«A) 
--r. :;j to ice 


.,- 
I ' ,-.•!<' 


. L':> :, r, 


3 00 


ir.2 i-s 
.. 7 I-S 
. i:. :; s 
. CO 1- 


IlltJ 


Tr.-uiturn 
< 'on>. 


Tj-ip'e.-c Saf. GI 


p.-r 


II' 'OS ll.f.-i 


flt-itvv t-u;-t 


SiiKHP— 
' P, t. 


-5J 
ti 


r»':t. -I ' 
V.'i-jiium 
Vn'1: Tln 


'Sh(..i'f.jr 


Oil 


i'.:;:i:!y 
Pen 


TIMIIS. Cunt. Ai." 


32 
2s 1-4 
40 1-2 


1-2 i Wstgse A'r 3 
1-2 i v,--t-rsc Eit-c 


\Vi;ite Tilotor^ 
"Wiilj "^ Ovjrlaii'l 


"-! 
1-2 
3-: 
1" 
j-s 
i-S 
1-: 


EMERALD ISLE DRAWS 


TOURISTS IN OROWDS 


i:c;n ij \nKErr~~^ 


' l*orrc<-lcd linily liy C. E. Arcoltl Co. 
Fr- •-;, nr.sts 
•Ce 


<:«.VIN \MJ FEUD M \ ! J K C T . 
Coreclcil lln'l» 1>» C. Lictlicis. 


J.rnin Ci>- 


I I'rii-ri paitl lu Fnrnjera) 
c 


Wi,-at. bJ 
Jt v-j 
Rye. l-i: 
SSo 


Rurkv. heat per 
ftd 
S2.C3 


Barley . 
ore 
Flax. DST .'.'i 
S5.50 
Selling I'nVe 


( A l l 
QUO'."X'.iO'"S 


ar \Varebi>ime 
are m bas.3 


S:.ind2nl JJTt.i 
5175: s-?-, sard 


Ot 
s)Purs 
R.-an 


.. C3 2-2 : Woolworfi 


Grain Notes 


- 


Chicago —iff)— Large exports 


POLISH SPEAKER F8£ , 


OF OOON05M FRIEND 


Warsaw —0 


in -siiicii Ijnace 
of 'lie Jjx-t, :s r 


• mated holco-s ers 2.000; tatohers. in=- • 
. a-.- 


, Grandy 
| Gt Xorthcm Ctrs 
i Gt Northern Ore Ctfs 
i Gt ".Vert Sugar 
: Grig^b" Gruw 
Tho po::i:cai feud j Ha-^ "i^p^gv 
' 


a-zyi-ic;. speaker) Kartman -A, 
''.. 


- _ rj2"1^ '""':. "S^-15 • Hartman CB> 
n.^ agajn;.t ^ -. y «,:c:at^.r-' H-jston OK 


1-2 -vvthgtri Pum;> 
-a Yellow Tk 
55 ' Zenith Kad 
3-S 


*- 
2; NEW YORK GETS FISH 


"7-i 
FROM LAKE IN DESERT 


Tonopali, Nev. — 1 
ftra'lo^'-'v At trc '"c 


IJBERTr BONDS 


Lib 4th 4 l-4s 
Treas 4 l-4s 
..., 


_L,ib 3 l-2s ., 
i-:b -st 4 l-4s 


: drnm' to choice 250-300 Ib S.40 to 9.70; ; situation "beer. ^.ore"ravorao;a 't?an =-^:-;- ~™~^ t>.e ea^r.,? -: a Vrie'r.'d- ^ 
} 200-250 Ib 9.50 to 8-SO; 150-200 Ib S.-50 '.^ -3?*-^ *o- -.,„.— c—-.r,— •• 
' slr.r> between th= two lea-Iers. 
! 
H.._. 
. 101.1S j to S.SO; 130-150 Ib S.40 to S.SO; pack-1 ' ' "" 
* " '' "' """ 
Oniy two ycr-s s^ -^5aizvn?;:: i T^ 
. 111.4 
. SS.li 
. 101,5 


Ins so-s S.OO to S.75; pigs, medium { 
l;elusai or t]:s r^re^p. ^heat wark- 
to c'aoice SO-1SO Ib 5.00 to S.SO r.onir.- j els to roi:oT.. th, uprurns ir, Xorth ' 


**"" 
"• Tvl<**"^fsi> 
~* y <C 
'"ra-r-"»-,-.-"pi-5 
f^-T* <-.™r*~ "> * 
- -i*J^» it^-<i, +t*H5 
_.«._!. ,J-J^,^!_» 
i; J*«.» »t . .t-l ^ 


v.rote a bio^rajiljy of the v. arrior 
03- tho title '"T-,e Crc-at Man."' 


;:r.- 
3ie! 


FOREIGN EXCHANGES 


York — W) — Foreign ax- 
easy. Great Britain in dol- j 


Jars, otliers i ncents; 
Great Britain j 


demand 4.S7 i-2* cables 
4£S -I-S; I 


France GKaanc» 3.&S 13-15 cables S.64 i 
.3-15; Jtaiy detnar.cl 
5.23 i-S cables! 


-5.2-5 S-1S. 
< 


Denianos: Belgium 14.00, Germanv ! 


2S.9S; Holland '.'.'.S2 1-2; Norway 1 
25.SI 1-2; Swcucn CS6.9S 1-2; Den-i 
, 


mark 26.S1 1-2; Sv/itzerland 15142 1-2; 'lhe total 
,i?pain 1S.43; Greece I.2& 
21.25; Czecho-Slovafcia, 


i MILWAUKEE-BANK is 
I ADDED TO STATE CHAIN!! 


ent. optimise 
regardir.^ 


TJ-K- forgive Pasucski's &?• 
o-r. to abolish 
Tiariiament- 


urson ?.Iot 


Htipp 3Jot .. 
Indep Oil £; 
Indian Ttcf , 
Ingrs-Raca. . 
Jnland Steel 


: sc-atjosr^I was siovr an<3 
ev/s OR -vhich attention 


Milwaukee —(j*P)— Ussotirce^, 
of j for focused during tr.c pa^t ssvsra: ' 


the "Wisconsin Bankshares corpora- ! cays vras practically fgnorec. 
; 


Don were augmented today by SIC,-' 
000,000 as tho Xatioaal Eanl-i of Com-• 
Storage for 3,OOO.C".O bjs'-c".? 
r-I 


merce, -MilwaTiicee, decided to ^oinlsrain has been reported :ca"J t.y 
the state-wide baisKin^ £TO->r.-. Tiie i tn<5 Farrr.ers Xat'or..-;! G;-n:;i rori.por- 
Istcst a'j.Ji'ioTi to loo cha.n 'irm~s ;stJ07i ai Omaha through a sjr-sKliary. 


Furious snt 


Like 


::an 


In 


."or !-.;<; 


(-ilongp io tae o'd 
;i:.- young- Oays > 


],?iii-j-.jn 


loo cha.n 


resources to approximately j -^ ^Va.'hington message 


r-S^ia^dj?273'00^^- 
2.S6 
7-S;j 


Jugoslavia 1.77 S-S; Atistria 14.0S; 
Rumania .60; Argentine 41J2 1-2; 
Brazil 11.20; Tokyo 49.00; Shanghai 
62.34; Montreal 09.00 1-2. 


CHICAGO CASH GRAIN'S 


Ciiicago —0?)— "Wheat Xo. 2 hard 


1.2G 
S-J. Com Xo. 3 mixed &6 -.o 1-4; 


Xo. 4 mixed S2; Xo. 5 mixed 78 to 
SO: Xo. 3 yellow ,SC; Xo. 4 yellow S2 
GSS 1-2: Xo. ." yellow ~rjTi$2 1-2; Xo. 
i; yoi'ow 7h 1-2'T. 7r> 1-2; Xu. 4 white 
SS; Xo. 


CHICAGO PRODUCE 


Chicago—Iff) 
—Butter easj ; re- 


ceipts S324 tubs; 
creamery extras 


3S 1-2; standards SS 1-2; extra firsts 
35 1-2 to 37; firsts 31 1-2 to 31; sec- 
onds 30 to 30 1-2. 
Eggs easier re- 


ceipts 5415 cases; extra firsts -i5 to 
•^5; graded firsts 44; current firsts 38 
to 41; refrigerator extras 33 1-2; re- 
frigerator firsts 57. 


.ate-., in; 


the cooperatives formed by the fedcr-, 
al farm board are not joins to inter- 


Jl'- -mi 


Tid "i rf.r^i 
r.i? jio'iti'jal 


.. ^ari 
riZf 


jirin'-iple1 


TREASURY" RECEIPTS 


Washington — (/P)—Treasury 
ie- 


while VJ: Xo. G white i>0; | ceipts Dec. 26 $12.SuS,2&3.23; expen- 


i-anip},* grade 7G&7S. 
Oats Xo. 2 ditures ?17,^OS.-!05.7S: balances S1S2,. 


;whHe ,47; Xo. 3 \vhit* 4S, 
" 
|7S3j5aa,36. 
" 
- - 
- 


est themselves in elevator grain or j 
futures but will .-najce purchases of j 
country grain. 


h-s Jocks and at C.i he fceheves in ei - 
oiution, rather than revolution. 


Australia is increasing its clear- 


ances of wheat. For the week it-s 
shipment? were totaled at 2,123.000 
or 1,096,000 bushels more than 
the 


week prevfoup. 


MILWAUKEE PRODUCE 


Milwaukee —(/?>— Butter, steady; 


extras 3D: .-iandards 37 1-2; ess?, 


Int Comb 


Int Match PfC ... 
Int Til Marine CC 


i Int Xi'-kel Can 


' Irt Tci &. Te5 


• -T-i ins Manv 
Jordan ^Ttr Car .. 
Kelly Srrir.^Sold . 
Kelfey Hw 
Kclvinator 
•Kennecott Cop ... 
i Kinr.ey Co 
j Kolster Rad:o .... 
j Kraft Ph Cheest . 
| Kresre SS 


22 
T-S 
154 


n 


63 


~Z -.-2. 
C3 Z-t 


60 
r "* •. * 


r,:<:or. Ocpot at HaT.th'-r.v. 2- " 
from '.'re. vrj.eie fj="-i by the 


arc sh:pp^d 
to X"e*v' To: 
Vnr-_ 
! carloau 
Ci-y. 


The part:ci,!c.r ssscics '-',•:.=.sts of 


; monsisr carp tlia* l-.ave tarived v. ith 


!n the v.attr^ of V.'alkcr 


to-jcl:cfl 


that this --'..-xr't lourlit -siascr. -ias 
i 
i.C'-n t. c b^it H.r.cc t.io *>^r. 


.ilia. T,'-^ .3dj ^ri'i ":o_t 
\is.-O.~. 


i: r.^^Icf-'eO. I"a^ 5ho".>:i a = rov - 


j.op-jlai i:. . 
Ar.:tr.-\mi 
ha'.c 


:C 1:1 ;:.rrt"j::':.?: i.urnbjrs. b-t tl:o 
_-t Ti'-tablo f.-at^re tf "he fi;urci -s 


t!)-j 'Ji-'-'j:^--'! cos.C5*:</n ci t"..» i_our.- 
ti->-- "T.J by Cr-.ad ot" ti:e severity cf 
Frcr- ?t-ite ctiitonis ro5'j!atlou=. They 
Isa-.e Io"nu I.e.".-".'.er that t!.e c-.-ur-'ry 
is orderly ana that tr.e custon^s €S- 
ecrs ar-2 r.o more 
ttringsr.t 
than 


those- cf other governments. 


';-o-ir.d 
J2 13: u 
Cotton 
S3it::i' SI -j 
Oats S1.D5: 


.'-ti 


v $ l ^ ^ : Grt-un<! teed 
.l S;-.'0: G:i,:en Si SO: 
M^a! $3 fo: 
Oyster 
r:t 00 rents: Ground 
z.-k ilash S4.CO- 


J'LYMOCTH CHEEaE 


rirmoutlt—S,\:->-r. fc.c:or,cs o: 


lorj 
r.f-n. 


ev 


chants who cater to Chinese and Ja- 
jiirjC'a.c, who accept the carp a.s or.* 
v.~ their iiati'j.'iai 'J.'-in;i«F. The.- car,> 
crc ra";;ht by Pali XTte I:.d:ans o: 
i'.-, PcJiiir/; re=-T'.at;on at the head 
• ' tl.c i.-ike, v ho s^ir.c tht, entire 


i tvr. 
at 


TODAY'S MARKETS 


AT A GLANCE 


Xcw York — i f f j — 
S:ocks 


i.'tr: Scars Iloeb'-ck drops v,". 
rx>;nls of 


T.on-ls: 


rres 
ll: :n 


JL-- 


•>•> 


CHICAGO I'OUI-TRT 


Chicaso — C4>) — Poultrj—Alive 


firm; receipts 3 cars; hu-avy i'ov.IF 
.27 1-2 to .25: springs .23; locsters 
.17; turkeys .21 ti 
.24; ducks .J7: 


steady; 43-S44; poultry firm; 
fowls [ Kreuger & Toll 


cabbage | Kroger Groc .. 
Onion.", I ^^'W.jert Co 


Lima. Loco 


-3 1-5 


24@;26; springers 
22*523; 


steady: Si5f>*_7 par ton. 
steady; £3.2'1^1 "I.jO; ijo;r<t< 
S2.'0«> ?2.CO. 


.11 to .15, 


5 


\VHi" DK .SO CHEAP.' 


TK.\«"Mi:i:- 
->.Vliat did 
;•,!.'-•>. 5.C 


v,n<n MIC n.ct Koiinjo in ti.e b.iicon\'.' 


PL'I'ILS: She said "Couldii't jotl 


S?1 ^2S scats."—Passing Shoir. 


T.06/.V. 
Loo.-a \\ ils 
LonUa.:'d Pierce , 
G & r A 


priced inlustrials 


('urbt ca^;>: oi'.> and utilities "ower. 


, 
1'oreisn exchanges: easy; French 


CRADLE OF RACE 
, franc reacts. 


Paris — I/Abbe Henri Erouil, pro- 
Cotton: lower; liquidation. 


^"8 j fessor of prehistoric ethnography at j Sugar: earier. 
^"S ! the College of France, has just re- J Cotton: lower; liquidation. 


turned from Africa Tvtth data -which j Supar: easier: commission house 
causes him to make tr.e statement I selliner. 
that man probably origrSna.ted in the 
Coffee: declined; foreign selling. 


fouthcrn part of ths tjamarj. iK^ert. ! 
He then advanced to Europe and : 
CHICAGO POTATOES 


Asia the professor asserts. 
| 
Chicago— OP>—tUSDA) — Receipts 


' 57 cars, on trade 1S3 cars, total U. 


j S. shipments 155 cars; trading 3»st 


ii.-r, r-1 fair, markc-t firm; "Wisconsin sr.cl.eil 


I 
round whites i'.lO to 2.60, mostly 
2.15 to ri.60; Idaho sacked russets 


ly 3.UU, fancy shadt higher. 


C; 
LEANING POhTS, TOO 


,';-i ' 
"The !r.r.ipo*!~ in our road 


-IS Ijorn lup.iintc-.l.'' 
15 I "Yes. I noticed 
1-3 [band cam* 


Members: 


Nevr York Stock 
Chicaso 
Stocli 
Exchange 


Chicago Board of Irada 
New Yorfe Curb (Associate) 


Stocks — Bonds — Grams — 


Cotton 


Branch Office 


Conway Hotel 


Appleton. Wisconsin 
Telephones 5160-3161 


Main Office 


2C3 South l.a Salle Street 


Chicaco. Illinois 
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could have bought you the very same shirts and a 
couple of classy neckties for what you paid for the 


shirts alone. Saw them advertised in the paper last night." 


you won't take time to read the ads you'd better 


let me do your shopping for you, at least let me know 
when you're going to buy anything---! read the ads every 
single night5 old dear, and you'd be surprised how many 


I have tucked away, just made up of the pennies, 


dimes I've saved by buying 'right'"* | 


* * 
f 


Husbands as well as wives will do well to read the 


advertising in the*-- 


APPLETON POST-CRESCENT 


"Wisconsin's Fastest Growing Daily Newspaper" 


15,325 Net Paid Daily Average Paid Circulation for November 1929 


